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PREFACE. 



Some of the most pleasant days of the author's early life 
were passed on a small, but picturesque estate belonging to 
hia family, on which were three com miUs — one driven by 
wind, and two by water. To his youthful associations with 
these and their tenants may in part b^ owing his attachment 
to mechanical pursuits. Subsequently his father was induced, 
as an iavestment, to bmld, on other property, a flour-null 
driven by steam, to which, during its erection, he was a daily 
visitor. 

In after life his professional employment as a civil 
engineer jfrequently involved the construction of water- 
wheels, many of them on a large scale, for drainage and 
irrigation, and for motive power, besides hydraulic works of 
various kinds. 

Few persons have had occasion to use the steam-engine 
more extensively, and he is fully sensible of its great value 
and importance as a prime mover for machinery ; yet he 
has often felt that water-power has been imduly superseded 
or neglected when it might have been usefully employed ; 
there are many places where fuel is scarce, where water 
abounds, and where mechanical power is wanted, but much 
expense cannot be afforded ; and if motive power be used 
at aU, it must be obtained at light cost. 



viii PEEFACE. 

In such circumstances are some of the colonies, and msuny 
parts of Ireland : there water-power must precede the steaxn- 
engine and be the pioneer to manufacturing industry. 

He has often contemplated writing some short ancl 
popular work on this subject, whenever an opportunity- 
might present itself: this has now occurred in the publi- 
cation of a series of rudimentary books by Mr. "Weale ; 
and having already written one of these, a " Eudimentary 
Treatise on Cranes," which has circulated very extensively, 
and been translated into several foreign languages, he has 
been induced to devote such intervals of leisure as he could 
obtain to the production of the present volume. 

It is with much satisfaction he inscribes this Eudimentary 
Treatise on Water Power to the Earl of Eosse ; not only from 
his lordship's well-known attachment to science, but from his 
practical knowledge and skill in the mechanical arts, and 
his zeal for the benefit and improvement of his country. 
It will be most gratifying to the author if this little book 
contribute in any way to extend the employment of a power 
which Ireland so largely possesses, or to aid in advancing 
the progress of manufecturing industry in the sister island. 

J. G. 

London, December, 1852. 
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CHAPTEE L 



THE EABLY USE OP MILLSTONES TO GRIND CORN, AND THE 
EMPLOYMENT OF WATER AS A MOVING POWER. 

Although labour is the lot of man, and is indeed necessary 
to his existence, yet the human mind naturally revolts from 
those kinds of labour in which it takes no part, and in all 
ages men have endeavoured to shun mere toil involving only 
the employment of animal strength without the exercise of 
thought or dexterity. Thus it has ever been from the 
earliest ages even until now, that occupations requirmg 
nothing beyond the exertion of muscular force have been 
assigned to persons taken captive in war, or sold into 
slavery, or reduced by other n^sfortimes to perform constant 
and monotonous labour. 

Such were of old the hewers of wood and the drawers 
of water, and when com was 'first ground to make bread, 
the task of turning the mill was performed by the bondman 
or the captive, or else among rude tribes it was imposed on 
the women of the family while the men were engaged in 
war or in the chase. 

Thus we read in the book of Judges, when the Philistines 
heaped injury and insult on their fallen foe, ^^ they put out 

B 



2 EAELY USE OF MILLSTONES TO GRIND CORN. 

his eyes and bound bim with fetters of brass, and be did in 
grind in tbe prison-bouse." - i|iiD 

So wben the Prophet foretells tbe utter destruction and ia 
desolation of a great and mighty empire be says, " Come ill 
down, and sit in the dust, virgin daughter of Babylon, ^ 
sit on the ground : there is no throne, daughter of the ifti 
Chaldeans : for thou shalt no more be called tender and ••li 
delicate. Take the millstones and grind meal." h 

The grinding of meal appears to have been performed in 
very remote ages by a pair of millstones, similar in form and 
in principle to those at present in use, the difference being 
chiefly in their size and in the mode of driving them. The 
Mosaic law says, " No man shall take the nether or tbe upper 
millstone to pledge : for be taketh a man's life to pledge." 
Such millstones were used by the Eoman legions in Britain, 
and are often found about their ancient camps and stations, 
but nowhere perhaps in such number and variety as in the 
county of Northumberland, along the line of the Roman 
wall, and many fine examples are preserved by the Anti- 
quarian Society of Newcastle-upon-Tyne. 

These are generally about a foot in diameter, and made of 
the hard sandstone n)und in the coal districts, hence called 
millstone grit. The lower millstone was stationary ; some- 
times it was made larger than the upper stone, and bad a 
rim or border to confine the meal and cause it to be delivered 
by a spout into a shallow vessel or sieve, but generally it 
was a round stone of the same size as the top stone, and 
must have been set on a cloth spread upon the ground to 
receive the meal. 

An upright pin or pivot fixed in the centre of the nether 
millstone formed a kind of axis, and passed through a bole 
in the upper stone, which like the nether millstone was of a 
flat circular form. The upper stone was fitted with a handle 
to drive it round, and make it revolve over the lower stone ; 
sometimes the upper surface of the top stone was hollowed 
into a shallow dish to hold a portion of the com to be 
ground, which was gradually shaken down the hole round 
the fixed axis by the motion of the mill. 

It is curious to observe that the principles on whicb com- 
miOs were constructed thousands of years ago, remain tbe 
same to the present day, and "the work" as millwrigbta 
call it, that is the system of grooves cut in the griuding 
faces of the millstones whicb crossing each other when in 
motion act like a pair of shears to cut the grain and also to 
throw it out from the centre to the circumference, are now 



OKIOINAL UILL. S 

set out and formed in the Bame way aa they were from the 
beginning. The sketch here given will perhaps afford a 
better explanation than many words. 

Although the mill here deBcribed waa a portable domestic 
implement, and some were even amall enough to be held 
in the lap, yet it was often made of much larger dimenaiona, 
aiid was worked by many persons at once with levers or bars 
like a capstan, by men walking in a circle round it, and 



pushing the bars so aa to turn the upper stone, while in 
some cases asaea and other cattle were employed, and 
eventuaUy the Bomans used the power of water to drive 
their miUa. A writer of the time thus eloquently alludes 
to thja important improvement : 

" Cease, ye maidens, ye who laboured in the mill ; sleep 
now, and let the birds smg to the ruddy morning ; for Ceres 
has compi&nded the water nymphs to perform your taak. 
These, obedient to her eaU, throw themselves upon the 
wheel, force round the asletree, and, by these means, the 
heavy mill." — Beckmann's Sistory of Inventions. 

The watar-wheels first used to drive com-milla were 
horizontal; they were of amall aize, and revolved rapidly. 
The aile passed through the centre of the lower milletone, 
as the spindle does now. It turned the upper millatone by 
meana of a crosa-bar fixed in the eye or centre of the atone, 
whilst a current of water directed against the vanea of the 
wheel on one side of the axle, urged it round. Such water- 
mills are still used in India ; and a curious model of one, in 
its moat simple and primitive form, was sent to the Great 
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£shibitioTi in Hyde Park. A. modem trsreller infortna us 
that " all the flour-mills upon the SiTer Meles at SmTma 
are cxtnatnicted in this way, and necessarily answer weU in 
countries where water power is abunduit : their great 
simplicity preyenting their readily getting out of repair, 
while coating hut litwe also," Some of these simple mills 
may y^t be found in remote and mountainous parts of Italy 
and France. 

Fig. J. 



The horizontal water-wheel is again coming into notice 
with many refinements and improvements of SLodem inven- 
tioQ ; and not iar from the rude Tniiian model before men- 
tioned might be seen the elaborate machine of Messrs. 
fromont & Son, French engineers, made entirely of iron, 
capable of working to Bftj horses' power, with a fall of two 
metres, or sis feet seven m.cheB, and susceptible of sueh nice 
adjustment, as to he adapted to spin cotton and silk as well 
as to grind com ; while the inventor states, from his expe- 
rience of similar wheels already in action, that he can obtain 
more than 70 per cent, of the power expended, and that, in 
one instance, the effective power has reached 79 per cent. 

The Bomana also used conical milla for grinding com. A 
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TV^ 0(Mi^>1eto example of tUs kind was found in the exca- 
vaiaooa of Pompeii, where it h&d been buried for nearly 
■erente^i centuries. The locality appeared to hare been 
the ahog of a wealthy baker ; and the mill, which was of 
emuid^able size, was so fitted as to be worked by men or 
by cattle. It ia remarkable that the conical flour-mill, in a 
modified form, Bbotdd be again brought forward aod exhi- 
iMted as a modem invention, to which the proprietors attach 
the higheat value. Two examples of conical flour-millH, both 
of tiiem patented, speared in the Great Exhibition of 1851, 
where, at the same time, was shown, in the East Indian 
section, a very neatiy made conical miill, used in India for 
basking rice. ' 



The vertical water-wheel appears to have been known to 
the ancients at a very early period, but it was chiefly used 
to raise water for the purpoBea of irrigation. 

Examples of such wheels, in their original form and use, 
we still to be seen on the Mile and the Euphrates; and 
wheels are also employed by the Chinese to raise water for 
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their lice fields and cane plantations ; those of Egypt and 
Syria generally resemble each other. The following descrip- 
tion of them was given by Captain (now Colonel) Chesney, in 
his survey and report on the navigation of the Euphrates : — 

" The scenery above the town of Hit, in itself very 
picturesque, is greatly heightened, as we are carried along 
the current, by the frequent recurrence, at very short 
intervals, of anLnt irrigating aqueducts; which, o^g to 
the windings of the river, appear in every variety of position, 
from the foreground of the picture to the distant part of 
the landscape. These beautiM specimens of art ana dura- 
bility literally cover both banks, and prove that the borders 
of the Euphrates were once thickly inhabited by a people 
far advanced, indeed, in the application of hydraulics to 
domestic purposes of the first and greatest utility, the 
transport of water. 

" These speaking monuments of other times have, as may 
be supposed, suffered in various degrees during the lapse of 
so many ages of partial or entire neglect, and the greater 
portion is now, more or less, in ruins ; out some have been 
repaired and kept up for use, either to grind com or to 
irrigate, having a modem wheel attached to the ancient, 
simple, and most efficient model ; the whole being, in some 
instances, sufficiently well preserved to show clearly the 
original application of the machinery. 

" The aqueducts are of stone, firmly cemented, narrowing to 
about two feet or twenty inches at top, placed at right 
angles to the current, and carried various distances towards 
the interior from 200 to 1200 yards, their height being 
regulated by the level of the ground to be irrigated ; the 
shorter distences have one height of arches, and the larger 
ones two, one above the other, both extremely pointed : in 
fact, almost forming a triangle from the spring of the arch 
to its point. At the one extremity of the structure, which 
is some little distance in the river, the building makes a 
tum p(»rallel to the stream, and there widens sufficiently to 
contain one, two> or three, and, occasionally, four wheels, 
parallel to each other, and revolving with the current, each 
of about 83 feet diameter, and having a number of earthen 
vessels of three or four inches diameter, and 20 inches long, 
placed at about 18 inches apart, round the exterior rim of 
the wheel, which is formed of light small scantling, its 
greatest width being rather less than the diameter of the 
vessels attached to it ; which, dipping a few inches into the 
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water, are filled and forced round by the current in suc- 
cession, the open end foremost, until each, in turn, reaches 
the top, and there discharges its contents into a trough, 
which conveys the water from each wheel into the conduit 
of the aqueduct (an open one), with a gradual fall, as far as 
the place to be irrigated ; and, as the wheels are moveable, 
BO as to elevate the axles, by means of stones or beams of 
wood, as the water increases, they can work equally well at 
any height of the river ; the earthen vessels giving of them- 
selves a sufficient impetus, without any other means, except 
in some few places where the current happens to be weA, 
in which case, six or eight fans of palm branches, each about 
18 inches square, are 'added to the sides of the wheel's 
circumference, to give the water more power upon it. Such 
additions are, however, very rare, and the earthen pots alone 
'are almost always sufficient. 

" But what most concerns the subject of this survey [the 
navigation of the Euphrates], is the existence of a parapet 
wall or stone rampart in the river, just above the several 
aqueducts ; in general there is one of the former to each 
of the latter, and almost invariably between two nulls on 
opposite banks, a wall crosses the stream from side to side, 
with the exception of a passage left on the centre for boats 
to pass up and down. The object of these sub-aqueous walls 
{mistaken bv Alexander the Great for means of defence 
against his uresistible legions) would appear to be entirely 
with a view to raise the water sufficiently at low seasons, to 
give it impetus, as well as a more abundant supply to the 
wheels ; and their effect at times is to create a fall in every 
part of the width, save the opening left for commerce, 
through which the water rushes with a moderately irregular 
surfiice : these dams were probably from four to eight feet 
high originally ; and they are now frequently a bank of 
stones, (fisturbing the evenness of the current, but always 
affi^rding a sufficient passage for large boats at low seasons : 
and ceasing to be very perceptible, except by the broken 
surface, after the water is swollen. 

" Ten miles below the town of Hit, the last of these irri- 
gating miUs and artificial barriers is passed, and a few 
miles lower the double range of hills is nearly lost, and 
the country becomes comparatively flat." 

The water-wheel used in China unites with the simplicity 
of all Chinese mechanism great ingenuity of construction 
and adaptation. The change of position of the buckets, if 
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they may be so called, produced by the revolution of the 
wheel, without any motion of the buckets themselves, well 
deserves to be noticed. 

Two hard wood posts or uprights are firmly £aed in the 
bed of the river, in a line perpendicular to its banks ; these 
posts support the pivots oi an axis of about ten feet long : 
this is the axis of a large wheel, consisting of two rims of 
unequal diameter, the rim which is nearest to the river's 
bank being fifteen inches less than the other ; but both rims 
dip into the stream, and both rise above the trough or spout 
wnich receives the water and conveys it to the land to be 
irrigated. ' 

The only materials employed in the construction of this 
water-wheel, except the axle and the two posts on which it 
rests, are afforded by the bamboo. The rims, the spokes, 
the ladle-boards or floats, the tubes or buckets, are made of 
entire lengths, or large pieces, or thin slices, or single joints, 
of bamboo ; neither nails, pins, nor screws, nor any kind of 
metal, are used; the parts are firmly bound together by 
cordage of spUt bamboo or cane. 

The wheel is thus framed, — siiteen or eighteen spokes are 
inserted obliquely into the axis near each extremity, and 
cross each other at about two-thirds of their length ; the 
wheel is strengthened where the arms cross, by a concentric 
circle, and the ends of the arms or spokes are secured to the 
two rims. The spokes proceeding from the inner end of the 
axis next to the river's bank support the larger or outer rim, 
and those from the outer or inner end of the axis support 
the smaller rim, which is next to the land. 

Between the rims and the crossing of the spokes is a 
triangular space, which is woven with a kind of close basket- 
work to serve as ladle-boards or floats ; these, successively 
entering the stream, are impelled by the current, and turn 
round the wheel. 

The buckets are tubes of bamboo, closed at one end and 
attached to the two rims of the wheel, and so fixed that when 
they are on a level with the axle, they have an inclination 
of tweniy-five degrees to the horizon and to the wheel's axis. 

The closed end of the tube is of course the lowest, and it 
is fastened to the outer and larger rim ; the open end is 
attached to the smaller rim nearest the land. By this 
position, the buckets which dip into the stream as the wheel 
revolves, fiU with water and rise with their mouths upper- 
most ; their inclination gradually alters as they rise, but not 
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SO much as to let their contents flow out until thev reach 
the top, when they pour the water into a wide trough, from 
which it is distributed to the plantations. 

These wheels are from twenty to forty feet in diameter, 
according to the height of the land on the river's bank and 
the consequent elevation to which the water must be raised. 



Fig. 4. 




CHIKBSS WHEEL. 



A wheel of thirty feet carries twenty tubes or buckets, 
about four feet long and two inches inside diameter, each of 
them holding six-tenths of a gallon, or twelve gallons in the 
whole. With a stream of moderate velocity, the wheel wiU 

b3 
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make four revolutions in a minute and lift forty-eight gallons 
of water, or 2,880 gallons in an hour, or more than 69,000 
gallons per day. 

The position of the bucket as it rises to the level of the 
axle is shown at a. See figure. 

Thus, at a very trifling expense, a machine may be con- 
structed, which, without labour or attendance, wiU furnish a 
large and constant supply of water for agricultural purposes 
at a considerable elevation. There are many places in 
England where such means of irrigation might be used with 
advantage. 



CHAPTEE IL 
— « — 

THE NATURE AND PROPERTIES OP WATER. 

Having thus briefly noticed the early use of water as a 
motive power, it may perhaps be well, before proceeding 
farther, to consider the nature and properties of water itself 
so far as concerns the present treatise. 

It was long held to be one of the four elements, and a 
hundred years have not yet passed away since it was proved 
that water is not'a simple substance, but that it is composed 
of oxygen and hydrogen. The honour of announcing this 
fact appears to belong to James Watt; the researches 
of Dr. Black, and the experiments of Mr. Warltire, 
Mr. Cavendish, and Dr. Priestley, led him to this con- 
clusion, which is stated in a letter dated April 26th, 1783, 
addressed by Mr. "Watt to Dr. Priestley, through whom it 
was communicated to the Eoyal Society, who printed it in 
their Transactions. 

The idea of the four elements must now be treated only 
as a beautiful aUegorv, a subject on which sculptors and 
artists may exercise their imagination and their s^ll. 

According to Dr. Dalton, water consists of 8 parts by 
weight of oxygen and 1 of hydrogen in 9 of water. It 
exists in four states : as a soHd in the form of ice, liquid 
as water, in the state of vapour as steam, and it exists also 
in combination with other bodies. Although it is, strictly 
speaking, in the liqiiid form alone that we have now to 
Ssonsider it, yet it may be noticed, as important to the 
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present subject, that water expands in bulk and decreases 
in density from a temperature of 89 degrees of Fahrenheit's 
thermometer up to 212, when it boils and evaporates into 
steamy that below 39 degrees it again expands and 
d&creases in density down to 32 degrees, when it ciystaUises 
into ice. 

It is seldom that this difference of density and volume is 
of much consequence in mechanical practice, yet it is most 
important as it respects the great operations of nature ; the 
expansion of water in assuming the form of ice should 
never be forgotten by those who have to construct hydraulic 
works; its bulk is then increased in the proportion of 
9 to 8, and the force with which it expands is so great 
that scarcely anything will resist it. The strongest pipes 
and vessels of iron are split, the heaviest weights are lifted, 
masonry and even rocks are rent asunder, when water 
having found its way through some small chink or opening, 
has frozen within the mass ; and experiments have render^ 
it probable that a smgle cubic inch of water coniined and 
frozen, exerts within the range of expansion a force equal 
to 13i tons. It is therefore absolutely necessary that care 
be taken either to prevent water from lodghig or to provide 
means for allowing it to expand when it freezes. 

By thus becoming lighter than water, ice floats upon 
the sur&ce, and by exposure to the sun's rays is quickly 
melted ; besides the warmest water also comes to the top 
and assists in melting the ice. 

The earth, however, is a good non-conductor of heat, and 
in the temperate climate of England, the frost seldom 
reaches more than 10 or 12 inches below the surface of the 
ground in th6 coldest winter, so that water-pipes laid at the 
usual depth of two feet underground are sufficiently 
protected from freezing. The combination of water with 
other bodies, although a chemical operation, is most valuable 
to those whose business it is to build dams and sluices. If 
watw be thrown on quick lime, nothing but a red heat will 
again separate them ; plaster of Paris in the state of powder 
becomes solid when mixed with water. Barrow lime and 
other limes of similar character from the lias beds, and 
Boman cement, become solid and remain hard under water. 

A cubic foot of rain-water at a mean temperature, when 
the barometer stands at 29*5 inches, weighs 1000 ounces 
avoirdupois, or 62i lb. ; consequently water is generally 
taken as the standard point in tables of specific gravity, in 
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wbich the weight of equal bulks of other substances are 
compared with that of water in ounces to the cubic foot. 

A cubic foot contains 1728 cubic inches, and the imperial 
standard gallon 277*274 inches ; a pound avoirdupois weight 
of water contains 27*64 cubic inches ; so that an imperial 
gallon may be taken to weigh 10 lb., and a cubic foot to 
contain 6i gaUons. 

A pipe of one inch in diameter, and one yard in length, 
contains 28*26 cubic inches, or a pound of water very nearly. 
Hence the following practical rule is generally used by 
millwrights to find the quantity of water in a pipe of any 
given diameter : 

Square the diameter of the pipe in inches, and 'you have 
the weight of water in pounds per yard of the pipe's length ; 
shift the decimal point one place to the left and you have 
the quantity of water per yard in gallons. 

Thus if a pipe be 12 inches in diameter, 144 will express 
the weight of water it contains in pounds per yard long, and 
14*4 the quantity in gallons, with sufficient exactness for 
any practical purpose in mill-work. . 

The force required to compress water, even to render the 
diminution of its bulk appreciable, is so great, that practically 
it may be regarded as incompressible, and consequently non- 
elastic. Hence it is that when a strong iron vessel, as the 
. cylinder of a hydraulic press, is burst by overloading it, 
no explosion takes place ; the breaking of the metal at once 
relieves it from a force so limited in its range of expansion, 
that the fragments do not fly asunder, but fall as ii broken 
by mere weight. 

The author witnessed the compressure of water by the 
apparatus of Mr. Perkins ; and Professors Colladon and Sturm, 
in a series of experiments carefully made on water com- 
pletely deprived of air, reduced its bulk -g-J^ with a pressure 
of 24 atmospheres. 

This resistance to compression renders water so usefiil a 
medium for transmitting and multiplying power by means of 
Bramah's press, and thus by the hydraulic ram, the impulse 
of a fall of water a few feet in height through an enclosed 
pipe, when suddenly checked, strikes as it were a blow which 
will force a portion of the stream much higher than the 
level of the dam from which it flows. 

Water in falling is subject to the same laws of gravitation 
as other heavy bodies, but in the operation of those laws 
there is this ^flerence ; namely, that a detached body, as a 
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stone, a mass of metal, a eamioii-ball for instance, falls freely 
and without other retardation or resistance than that of the 
air, or without any retardation, if it fall in vacuo ; but water 
to fall must flow also, consequently in speaking of the fall of 
water we mean a continuous stream, or jet or sheet of water 
descendmg from a higher to a lower level, all parts of which 
are in motion at the same time, and in constant connection 
with the succeeding column and adjacent body of water, to 
which also motion is communicatee^ and consequently force 
is lost. 

K a ball of lead be dropped from a high tower, it &11B (as 
nearly as may be) 16 feet 1 inch in one second of time ; at 
the end of that time it has acquired a velocity of 82 feet 
2 inches ; it falls in the next second, 48 feet 3 inches, and 
in two seconds of time it has fallen 64 feet 4 inches. So 
that if the time or seconds be represented thus, the time 
1" 2" 3" 4" 5" ; the spaces fallen in each second will be as 
1, 3, 5, 7, 9 ; the spaces Mien through in the whole time as 
1, 4, 9, 16, 25. This proportion holds good for any time or 
space through which a body falla in vactio ; but the air's 
resistance in the present case does not materially interfere, 
and may be disregarded within the limits of a fall of water 
applied to mechanical purposes. 

Thus the velocities are as the times of descent, and the 
spaces fallen through are as the squares of the times ; con- 
sequently, the velocities are as the square roots of the heights 
or spaces through which a heavy body falls ; therefore, as 
gravitation produces the velocity of 2 in descending through 
the space 1, the height in feet through which the body faUs, 
being multiplied by 64*3, will give the square of its velocity, 
in feet, per second. So if the height fallen be 1 foot, the 
square root of 64*3, or 8*02 (very nearly), is the velocity 
with which a heavy body falls through that space. 

The difference between a flowing and a falling body is 
evident, although both are governed by the laws of gravita- 
tion, and accordingly we find that the motion of fluids has 
attracted the attention of mathematicians and philosophers, 
from a very early period, in Italy, France, Q-ermanv, and 
England, up to the present day; and many expenments 
have been made from time to time, to ascertain exactly the 
value of this difference. The late Mr. Eennie, being much 
engaged in the improvement of rivers, the drainage of large 
tracts of land, and the application of water to turn mills, 
made many elaborate experiments for this purpose; his 
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researches have been ably continued by his sons, and 
Mr. G-eorge Eennie has contributed to the Transactions of 
the Eoyal Society some valuable papers on the subject: 
subsequently, an extensive series of experiments was made 
by MM. Poncelet and Lesbros, by order of the French 
government. 

The value and importance of such investigations will be 
apparent, when it is considered that the first points to be 
determined, in all great hydrauHc works, are the quantity of 
water available for the object in view, and the height ttom 
which it falls. 

These constitute the power to be employed; and when 
these are known, the ^plication of the disposable force to 
produce the greatest enect is next to be considered. 

The quantity which a stream will yield in a given time, 
is generally ascertained by placing a dam or barrier across it, 
coLnonly of timber. In this thSe is either a sHding sluice, 
through which the water is discharged, so that the size of 
the rectangular orifice can be regulated at pleasure ; or else 
a rectangular notch is cut in the edge of the dam, at the 
surface of the water, so that the section of the passing 
stream may be measured as it fiows through the notch. 

If the water fiow through an opening in the dam, so 
adjusted by a sluice that the discnarge runs constantly 
through it, while the dam is maintained either full or at an 
uniform level above the opening ; and if the laws of gravita- 
tion, without allowance or correction, governed the fiow, it 
would only be requisite to measure the area of the opening, 
and to calculate the velocity of the water as that of a heavy 
body falling from the surface of the dam or reservoir 
through the centre of the orifice, and the area multiplied 
by the velocity would give the quantity of water passing 
through it. 

In like manner, if no correction were required, tp find the 
quantity of water flowing through a rectangular notch, cut 
in the upper plank of the barrier, it would only be requisite 
to measure the height from the surface of the reservoir to 
the bottom of the notch, in order to find the velocity as 
before ; and then to take two-thirds of the quantity which 
would flow at that velocity through the whole area of the 
notch, the proportion of two to three, that is the area of 
the parabola described by the water, being two-thirds of its 
circumscribing rectangle. 

Such, indeed, were the rules given by some of the best 
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authorities ; but the evidence of the senses cast a doubt on 
their truth, and experiments showed that the actual quantity 
of effluent water was less than the theoretic quantity. 

Sir Isaac Newton found that the velocity of water issuing 
from a round hole in the bottom of a vessel four feet high, 
the hole being an inch in diameter, and made through a thin 
plate of metal, was less than it ought to be in the propor- 
tion of 1 to the square root of 2 ; for he observed the 
vein of the effluent water, and found it to contract, and 
grow narrower, to the distance of about a diameter of the 
hole below the bottom of the vessel, so that the diameter of 
the vein at this place was less than the diameter of the hole, 
in the proportion of 21 to 25, and consequently, the area 
of the section of the vein thus contracted, to be less than 
the area of the hole, in the proportion of 441 to 625 ; that 
is, as 1 to the square root of 2, or as *7056 to 1. 

But as all experiments of this kind, made by mathe- 
maticians, were of necessity conducted on a small scale, the 
results deduced &om them were by no means satis&ctory to 
men who had to deal with water in the execution of large 
works, as it was not probable that the causes of contraction 
in a vein of water an inch in diameter, would bear the same 
proportion to the waters of a river discharged through a 
sluice. 

Hence it was, that persons in extensive practice endea- 
voured to form rules for themselves, based on their own 
experience ; and as the circumstances in which such observa- 
tions were made varied, so did the rules deduced from 
them vary also. Mr. Eennie made many experiments and 
observations to determine the difference between the 
theoretic discharge (computed by the laws of gravitation) 
and the actual discharge diminished by Mction, lateral 
retardation, reaction of the adjacent fluid, and other causes 
of diminished velocity or volume and consequent quantity. 
Other engineers did the same. The Jrellch government, 
considering the question as one of public interest, appointed 
a commission to determine it : tne elaborate experiments 
on the great scale, made by their engineers, under the 
direction of MM. Poncelet and Lesbros, brought it within 
narrow limits ; and, in December, 1851, the Institution of 
Civil Engineers, in London, awarded an honorary premium 
to Mr. BlackweU, one of their members, for his paper, entitled 
" Eesults of a series of practical experiments on the dis- 
charge of water by over-falls." 
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CHAPTEB III. 

•— 

ON THE MEASUREMENT OF EFFLUENT WATER. 

There is perhaps no point which has occasioned more 
dispute and litigation, than the conflicting rights of persons 
entitled to take water power, in certain proportions, from a 
common source, where the demand exceeds the supply ; and 
there are perhaps few of greater interest at the present 
time, when the increased size and population of our towns 
and cities render their call for water imperative. 

The conclusions arrived at by Mr. Gheorge Eennie, as 
reported in the Philosophical Transactions of the Eoyal 
Society, are, — 

1. That the quantities discharged in equal times are as 
the areas of the orifices. 

2. That the quantities discharged in equal times, under 
different heights, are nearly as the square roots of the 
corresponding heights. 

3. That the quantities discharged in equal times, under 
different heights, are to each other in the compound ratio of 
the areas of the apertures, and of the square roots of the 
heights, nearly. The heights were measured from the centre 
of the apertures ; and the mean of several experiments 
showed, that the co-efficients or numbers expressing the 
proportion between the theoretic discharge of the water, 
calculated as a falling body, and the actual discharge, as 
measured, are as under; all the openings being formed 
in brass plates -^ of an inch thick. 

Bound hole, 1 inch diameter, with 4 ft. head. 0*621 
Do. do. 1ft. „ 0-645 



Triangular hole (equilateral) 1 in. area 4 ft. 

Do. do. do. 1 ft. 

Bectangular holes 1 in. sq. and 2 x i 4 ft. 

Do. do. do. do. 1ft. 



0-593 
0-596 
0-593 
0-616 



The mean of all these numbers is -610, and for the rectan- 
gular holes, it is -600. Hence Mr. Eennie deduces the 
following formula : — 
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Jjet A=the area of the orifice in square feet. 
H=the altitude or head of water in feet. 
T=the time in seconds, 
y =the action of gravity in one second. 
Q = the quantity of water discharged in cubic feet. 

Suppose the hole to be 2 feet long and 6 inches wide, the 
area 1 square foot, having the long side parallel with the 
water's surface, and a head of 4 feet above the centre of the 
hole. ThenwiUQ = -6ATYyH. 

Thus — multiply 64*3, the effect of gravity, by 4 feet, the 
head of water, for the theoretic velocity in feet per second ; 
and as the area is 1 square foot, the velocity will also be 
the quantity discharged per second in cubic feet. 



1 
1 



64-3 

4 

257^16087 



26 
6 



157 
156 



3203 
3 



12000 
9609 



32067 



239300 
224469 



16037 
;6 

Actual discharge 9*6222 cubic feet per second, 
or, 577*332 cubic feet per minute. 

The results of the experiments made by MM. Poncelet 
and Lesbros by order of the French government, in which 
neither labour nor expense was spared, show that with an 
opening of 20 centimetres or 7*87 inches square, and 
with a head of 1 metre 68 centimetres or 5 feet 6 inches 
from the upper side of the opening to the surface of still 
water, the co-efficient is 0*600. When the head or altitude 
was diminished to four or five times the height of the opening 
it increased to 0*605, but it again diminished rapidly, as 
the altitude diminished to 0*593. 

With orifices of smaller dimensions ; namely, from 10 to 5 
centimetres (3*9371 to 1*9685 inches) the same law was 
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observed, the co-efficients being for an opening of 10 
centimetres 0*611, 0*618 and 0*611 ; for an opening of 5 
centimetres 0618, 0*631 and 0*623. 

It is evident that with small orifices the effect of high 
heads would be to contract the vein and diminish the 
discharge, and the nearer the orifice could be brought to 
the surface, so that it might still be kept running with a filU 
stream and without causing any depression of surface or 
eddy, the greater would be the discharge. But with larger 
apertures, of a m^tre in length, by 50 centimetres in depth, 
or 39371 x 19*685 inches, equal to 6*38 square feet in area, 
the co-efficients gradually increased with an increased head 
or altitude, thus : — 

A head of 0*10 metres = 3*937 inches, gave a co-efficient of 0*662 

„ 1-00 „ 39-371 „ „ 0*591 

4-00 „ 157*484, or 13 ft. IJ in. „ 0-604 

All these observations and* experiments differ so little, that 
•6 of the theoretic quantity may be taken for general practice. 
The proportion between the theoretic and the actual 
discharge from open notches in dams, was found to be *677 
when the notch was 9 inches deep, and '727 when it was 
1 inch deep ; and, as the discharge from an open notch is 
equal to i of that from an orifice of the same size discharging 
a full stream xmder the same head, these numbers being 
multiplied by '666, give '450, and '484 as the factors for 
finding the quantities of water issuing from notches of those 
depths in a second of time — for greater depths, and as a 
general rule, '400 may be used. Mr. N. Beardmore, in his 
useful handbook of tables, showing the discharge through 
sluices, pipes, &c., founds his calculations of the fiow of 
water through open notches on the following formula — 

taking d to be the quantity discharged in cubic feet per 
minute over 1 foot in width of the waste board or sill of 
the notch, and h to be the true height from the siU of the 
notch to the surface of the water where it is at rest. The 
principle of this formula, as in those already noticed, is, that 
the curve of the water falling over being a parabola, there 
can be discharged only two-thirds of the water that woidd 
pass the full section due to h ; the constant number 214 is 
two-thirds of 321, which he states has been found by frequent 
trials to represent the factor to be multiplied by the square 



MEASUEEMENT OF EFFLUENT WATER. 



19 



root of H, the height in feet for giving the mean velocity in 
feet per minute of water passing over a waste board. 

Afisuming this to be correct, the velocity, and consequently 
the quantity of water which would run over every foot in 
widtn of a rectangular notch, 1 foot in depth from the 
water's surface, would be 214 cubic feet per minute. 

The square root of 64*3, or 8*02, which is the theoretic 
velocity for 1 foot fall, multiplied by 0*45, gives for the 
actual velocity, 3'601 id feet per second, and this by 60 
gives 216 cubic feet per minute. 

Fig. 5. 




This difference is very small compared to what may arise 
firom the form of the notch or aperture ; for a plain rectan- 
gular notch with square edges cut in a 3-inch plank, will 
discharge very much less than one having its mner edges 
next the reservoir, or dam whence the stream issues, beveUed 
off in the parabolic form of the contracted veiu. If the 
notch or aperture be of small dimensions, a difference of one 
fourth of the whole quantity may be made, as was proved 
by Venturi, and in works on a larger scale ; care should be 
taken to form the wing walls to sluices, and bridges, with 
parabolic or " trumpet-shaped " approaches, so that the 
water may enter and pass without other obstruction than 
the contraction of the overflow, or sluice-way itself may 
present to it ; and when water passes through a parallel 
channel, canal, or trunk, the sectional area, multiplied by 
the mean velocity, will show the quantity passing in a given 
time. 

The mean velocity is that of the water's surface added to 
that at the bottom of the current, and their sum divided by 
two, or it may be determined sufficiently near for any useful 
purpose, by ascertaining the surface velocity in inches per 
second in the middle of the stream ; call this velocity s, and 
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the mean velocity will be equal to 8 — ^^s — 5. SuppoBe the 
stream flows at the rate of 36 inches per seconc^ or 180 
feet per .minute upon the surface, then 

s being equal to 36 inches 36 

deduct 6 6*5 

extract the *) 5131* (5*5 30*5 in. per second, 

square root ) 5|25 60 

105|600 12 [ 18300 

525 152*5 ft. per minute. 



If 30*5 the mean velocity in inches per second be 
multiplied by 5, the product is 152*5, the mean velocity 
in feet per minute. The bottom velocity will be equal to 
s — ^^s -f 5 or 36 — 11 = 25 inches per second, or 125 feet 
per minute, very nearly ; the sum of the top and bottom 
velocities so calculated is 305, and half that sum is 152*5. 
K, therefore, the water-course be 4 feet wide and 2 feet 
deep, having a sectional area of 8 feet, 152*5 X 8 or 1220 
cubic feet mil pass through it in one minute. 

While writing these pages the author received a copy of 
Mr. Black well's paper containing the details and results of 
his numerous and varied experiments. 
. Mr. Mylne, of the New Eiver, kindly sent a series of 
experiments, in making which he was assisted by Mr. 
Murray, then his pupil; and other engineers, engaged in 
water-works on a large scale, contributed their observations, 
and the practical rules they had founded upon them. 

In principle all these rules agree ; their corrections vary 
less than might be expected ; and their expression is 
generally similar to the formula given by Mr. George 
Bennie, in his paper, read to the Boyal Society, which 
Mr. Blackwell has called No. 1, and writes thus : — 

in which 

Q is the discharge in cubic feet per second. 

2 ^^ = 64*3 the effect of gravity (Mr. Rennie's q). 

ll the head in feet (I H the section of the stream). 

I width of the overfall in feet. 

m the co-efficient of correction. 

• 

Or they resemble the following formula, which he calls 
No. 2, and writes thus : — 

Q=HfxZxA?. 
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in which 

Q is the discharge in cubic feet per second, 

l the width of overfall in feet. 

H the head in inches. 

k the co-efficient of correction. 

The head is the height of still water above the sill of the 
overfall. 

Mr. Mylne's rule runs thus : — ^Extract the square root of 
two-thirds of the head or depth, measured in inches, from 
the sill of the overfall to the surface of the still water, and 
multiply it by sixteen for the velocity in inches per second ; 
multiply this velocity by the section of the stream, also in 
inches, and divide the product by 1728, the number of 
inches in a cubic foot, for the quantity in cubic feet dis- 
charged per second. A practical allowance for retardation 
is here made, by takiug two-thirds of the head instead of the 
whole. 

With respect to the fbrmulse. No. 1 and No. 2, which are 
ia general use, the only difference among engineers is in the 
numbers they take as co-efficients of correction. The 
number commonly taken by English engineers is 5*1 or 5*15 
per foot per minute. 

Thus, if the depth of overfaU be 12 inches, the cube is 
1728, and the square root of this, 41*68 x 5*15, gives the 
discharge through an open notch a foot square, as 214*1876 
cubic feet per minute, the same as shown in Mr. Beardmore's 
tables. 

Mr. Mylne's rule gives 226*2 cubic feet. Some engineers 
use 5*36 and 64, which last nimiber gives 224*632 cubic 
feet per minute. Mr. BlackweU's experiment, like those of 
the French engineers, MM. Poncelet and Lesbros, show 
that the co-efficients vary with the depth, the width, and 
the form of the notch or overfall, and that all the numbers 
used are, strictly speaking, applicable only to the peculiar 
circumstances of each particular case, although, within 
certaiQ limits, they may approximate sufficiently near to the 
truth for practical purposes. 

These experiments, 243 in niunber, were made by Mr. 
Blackwell on the Kennet and Avon Canal, through over- 
falls varpng in width and form. 

1. With the water falling over the edge of a thin iron 
plate, through notches 3 feet and 10 feet long, of varying 
depths. 
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2. Over a plank, 2 inches thick, through notches, 3 feet, 
6 feet, and 10 feet long. 

3. Over the same plank, 2 inches thick, with wings 
converging towards the notch at an angle of 64 degrees. 

4. The notch, 3 feet wide, with the sill or crest, 3 feet 
broad, sloping 1 in 12, fixed on to the outer edge of 
the plank, so as to form an uninterrupted continuation of it, 
like the crest of a weir. 

5. The same,^with the crest or siU sloping 1 in 18. 

6. The overMl, with notch 10 feet long, the crest or sill 
3 feet broad, laid level. 

Similar experiments (about twenty in number) were made 
at Chew Magna, under the direction of Mr. James Simpson, 
which are tabulated in Mr. Blackwell's paper with his own ; 
and this table gives perhaps the best arranged view of the 
subject which has yet appeared. The reader who desires to 
know the details of the^ experiments is referred to Mr. 
Blackwell's communication of May 6, 1851, in the Pro- 
ceedings of the Institution of Civil Engineers — a paper 
which well deserves perusal and study. 

Table eJuwing the Variation of the Co-efficients for the different 
OvERFALis. (m and k mean Co- efficients.) 



Overfalls. 


m 


k 


Thin plate, 3 feet long 


•421 


•080 


10 


it • • • 


•445 


•086 


Plank, 2 inches wide, 3 


» • 


•380 


•073 


» » 6 


it * • • 


•377 


•072 


10 


„ . . 


•371 


•072 


„ (with wings) 10 


it • • • 


•459 


•090 


Bar, 2 inches wide. Chew Magna, 1 


>» • • • 


•480 


• • • 


Crest, 3 feet wide, sloped 1 in 1 2 3 


tt • • • 


•338 


•066 


„ „ 1 „ 18 3 


tt • • 


•339 


•065 


10 


it • • • 


•337 


•066 


„ level 3 


„ . 


•311 


•060 


» » » ^ 


tt • • • 


•322 


•061 


» >» ft ^^ 


„ . . . 


•314 


•061 



It will be observed that the means of these numbers for 
simple overfalls or notches, excluding those given by the 
broad crests, made to resemble the top of a stone weir or 
dam, are for m '419, and for k '079 ; which last number 
being multiplied by 60, to make it the factor for feet per 
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minute, gives 4*74. So that the first is slightly over Mr. 
George Eennie's '400, and the second somewhat xmder the 
number 5*1 or 5*15 generally used. This is accounted for 
by so many experiments with low heads, as will be seen on 
referring to the next table, arranged by Mr. Blackwell. 



Table showing the Variatio!? of the Co-efficients /or the different Heads 
OF Water, {m and h mean Co-efficents.) 



No. of 
trials. 


Description of Overfalls. 


Head in 
inches. 


m 


k 


6 


Thin plate 3 feet long . 

» » » • • • 


1 to3 
3 to 6 


•440 
•402 


•085 
•078 


11 


Thin plate 10 feet long 

» tt » • • • 

» n » • • • 


1 to3 
3 to 6 
6 to 9 


•501 
•435 
•370 


•096 
•086 
•072 


23 


Plank 2 inches thick, with notch 
3 feet long .... 
>f it *» • • • 


1 to3 
3 to 6 
6 to 10 


•342 
•384 
•406 


•066 
•074 
•077 


56 


Plank 2 inches thick, with notch 
6 feet long .... 

» »> » • • • 
>» tt » • • • 


1 to3 
3to6 
6 to 9 
9 to 14 


•369 
•396 
•392 . 
•368 


•069 
•077 
•074 
•069 


40 


Plank 2 inches thick, with notch 
10 feet long .... 

» » w • • • 
»> w w • • • 


1 to8 
8to6 
6to7 
9 to 12 


•346 
•397 
•374 
•336 


•068 
•076 
•072 
•062 


4 


Plank 2 inches thick, notch 10 feet, 
with wings .... 


lto2 
4 to 5 


•476 

•442 


•092 
•087 


7 


Overfall with crest . . . . 

3 feet wide, sloping 1 in 12 . 

3 feet long, like a weir . . . 


1 to3 
3 to 6 
6 to 9 


•342 
•328 
•311 


•066 
•063 
•060 


9 


"•■ " ■ ■ 
Overfall with crest 
3 feet wide, sloping 1 in 18 . . 
3 feet long, like a weir . 


1 to8 
3 to 6 
6 to 9 


•362 
•345 
•332 


•070 
•066 
•064 


6 


Ditto. Sloping 1 in 18 . 

3 feet wide x 10 feet long . . . 


lto4 
4 to 8 


•328 
•360 


•068 
•068 


14 


Overfall, with level crest 

3 feet wide x 6 feet long . . . 

if a >» • • • 


1 to8 
3 to 6 
6 to 9 


•305 
•811 
•318 


•059 
•060 
•061 
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No. of 
trials. 


Description of Overfalls. 


Head in 
inches. 


m 


k 


15 


Overfall 6 feet long, with level 
crest 3 feet broad. 


3 to 7 
7 to 12 


•330 
•310 


•062 
•060 


12 


Overfall with level crest, 10 feet 
long, 3 feet broad . 
» g,» » • • • 


lto5 
5 to 8 
8 to 10 


•306 
•327 
•313 


•059 
•063 
•061 


61 


At Chew Magna, overfall bar, 10 
feet long, 2 inches thick • 

n >» >* • • • 


lto3 
3 to 6 
6 to 9 


•437 
•499 
•605 





It appears from the detailed experiments, that when the 
overfaU is a thin plate it discharges a greater proportionato 
quantity when the . stream is only 1 inch deep than with 
greater depths, the vein contracting with the increased head, 
and consequent force of the stream. When planks 2 
inches thick form the overfall, the flow of water bemg more 
retarded, a greater head is requisite to overcome the resist- 
ance ; and the maximum discharge is given by a head of 
7 inches ; and it does not afterwards increase in pro- 
portion to the depth, but the co-efficient lessens as the 
depth becomes greater. When the length of the overflow 
plank is 10 feet, the co-efficient is greatest with a depth of 5 
mches, namely '406; and when wing-boards are added> 
causing the stream to converge towards the overfall, at an. 
angle of 64^, the co-efficient is greater even when the head 
is less, and shows the great utility of proper wing-walls on 
bridges and sluices. When the overfall has a broad crest 
like a weir, the co-efficient, as might be expected, decreases, 
and is least when the. crest is level. 

The author has been anxious to avail himself of the many 
observations and experiments with which he has been 
favoured on this part of his sul^ect, respecting which so 
much difference of opinion has existed, and to bring the 
whole, which were scattered in different places, and in 
several hands, into one general view, even at the risk of 
being somewhat tedious to his readers. The public is much 
indebted to Mr. Blackwell for having laid these numerous 
trials before the Institution of Civil ]&igineers, to be printed 
in their Proceedings ; and it ought to be more generally 
known that such valuable papers are not merely given to 
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members, but they may be purcbased from the booksellers' 
by all who wish to possess the store of practical information 
they contain. 



CHAPTEE IV. 



THE SOURCES AND SUPPLY OF WATER ITS DISTRIBUTION AND 

USE AS A MOTIVE POWER. 

The westerly winds which prevail in this country carry 
with them the clouds, laden with aqueous vapours, rising 
from the Atlantic Ocean ; and, as these clouds strike the 
ridges of hills on the western side of England, they dis- 
charge the greater part of their burden there. 

The greatest fall of rain takes place where the lowering 
Tain cloud comes in contact with the hill. Above that 
point little rain falls, and below it the quantity is diminished 
until the vapours approach the general level of the ground, 
when they condense, and the quantity of rain again in- 
creases. The observations, made on lofty buildings, show 
that less rain falls on them than on the ground at their 
base, and that the quantity of rain falling on the east side 
of the island is much less than on the west side. 

In the west of Scotland, and in some places in the 
counties of Cumberland, Westmoreland, and Lancaster, a 
depth of six feet of rain often falls in the course of the year, 
while, on the level lands of Cambridgeshire, on the eastern 
side of England, the depth seldom exceeds two feet. The 
same causes operate on the continent; the western coast 
receives the greatest amount of rain, and it lessens towards 
the interior ; so that Eussia and Austria are dry climates, 
when compared with Great Britain and Ireland. The 
average annual amount of rain at St. Petersburgh, including 
also the snow and hail (when melted), is only 18 inches in 
depth, during a lon^ series of years. 

Mr. J. P. Miller, in his report on the fall of rain in the 
lake districts of Cumberland and Westmoreland, shows that 
at Seathwaite, near Derwentwater, 242 feet above the sea, 
there fell in eighteen months, from June 1846, to November 
1847, inclusive, 193'69 inches in depth ; and, in the same 
period, at Styhead, 1290 feet above the sea, 164*12 inches ; 
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at Seatoller, 1334 feet high, 155*75 inches ; and at Sparkling 
Tarn, 1906 feet high, 183*17 inches. 

These differences appear to have arisen from local circum- 
stances, and the peculiar formation of the hills, as the 
inference he draws from a series of experiments and obser- 
vations, is that, in the locality where they were made, the 
level of the heavily charged rain cloud would be about 2000 
feet above the sea, and the greatest fall of rain be at that 
point. 

The average quantity of rain falling in England over the 
whole surface of the country may be taken at about three 
feet in depth ; and the quantity carried off by evaporation, 
absorption, and vegetation, has been found to amount to 
about two-thirds of the whole rain, snow, and hail, coming 
from the clouds. 

In Ireland the case is nearly the same ; for, although the 
air is moist with mists and dew, which constantly renew and 
refresh the verdure of the " Green Island," there is but 
little difference in the average quantity of rain. Sir Bobert 
Kane, who has carefully investigated this subject, shows 
that it may be taken at 36 inches, and assumes that 
12 inches of water finally arrive at the sea ; which water 
may, in its course, become available for the purposes of 
indUry with a force proportionate to the hei/hrth«>ugh 
which it falls as it flows onward. 

It is written by the wisest of men, " All the rivers run 
into the sea, yet the sea is not fiill ; unto the place from 
whence the rivers come thither they return again." 

Providence has furnished mechanical power ; it is for man 
to make it available. The sister kingdom is abundantly 
supplied with the means ; and, although some persons may 
not estimate the amount of water power so highly as Sir 
Eobert Kane, yet he clearly shows that an enormous 
quantity is constantly running to waste ; and his map, which 
exhibits, at one view, the principal streams, and the eleva- 
tion of the land in Ireland, renders it evident how much 
may be done by applying this to useful purposes. He thus 
sums up his calculations : — 

" The average elevation of the surface of the country 
being 387 feet, the water which flows in our rivers to the 
sea has an average fall of 129 yards ; and now, finally, we 
may calculate the total water power of Ireland. We have 
for the total quantity of rain falling in a year 100,712,03,1,640 
cubic yards ; of this one-third flows into the sea ; that is, 
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88,237,343,880 cubic, yards ; or for each day of twenty-four 
hours, 91,061,216 cubic yards, weighing 68,467,100 tons. 

*' This weight falls from 129 yards ; and as 884 tons, 
falling 24 feet in twenty-four hours, is a horse power, the 
final result is, that in average we possess, distributed over 
the surface of Ireland, a water power capable of acting 
night and day, without interruption, from the beginning to 
the end of the year, and estimated at the force of 3227 
horses' power per foot of fall ; or, for the entire average fell 
of 387 feet, amounting to 1,248,849 horses' power." 

Of course, much of this enormous force exists where 
circumstances prevent its becoming useful ; and much passes 
away in navigable rivers, where it cannot be applied with 
advantage ; but there stiU remains an immense amoimt of 
mechanical power, available for the purposes of industry, 
and at present unemployed. 

Sir Kobert calculates the water power of the principal 
rivers and their tributaries in a very clear and interestmg 
manner. But it is not from the rivers alone that the great 
mechanical power of water is to be derived. Modem 
practice has shown that, by throwing up an embankment 
across a mountain pass, or in the gorge of a vaUey, which 
expands itself among the hills, large reservoirs — or rather 
artificial lakes — may be formed, to receive the water which 
rolls down the declivities from the bursting rain cloud, and 
to store it up for future benefit. 

Two of the greatest works of this kind are, the embank- 
ment of Lough Island Eeavy, in Ireland, by Mr. Pairbaim, 
and the Shaw's "Water-works at Greenock, in Scotland, by 
Mr. Thom. 

The mill-owners on the Upper Bann were subject to great 
disadvantages. Th^ were flooded in winter, and in summer 
the drought stopped their works. In order to economise 
the winter floods, which were destructive rather than useful, 
they consulted Mr. Fairbaim, ai^d he thus reported : — 

" Lough Island Eeavy, which is the best situated reser- 
voir, is a natural lake, bounded north and south by land of 
considerable elevation. It has good feeders, which, with the 
overplus waters of the Eiver Maddock, would give ample 
supplies, and fill the reservoir once or twice in the year. 
The present area of the Lough is 92i statute acres. On 
this IS to be raised 35 feet of water, which may be drawn 
down to a depth of 40 feet under that height. The area 
thus enlarged will be 253 acres, equal to 140 acres 35 feet 

c2 
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deep ; and 113 acres 15 feet deep ; making a total of 
287,278,200 cubic feet of water." 

This reservoir has been completed and in operation for 
some years. 

Eeckom'ng the interest of the money expended upon the 
works, the cost of maintenance, and the expenses of super- 
intendence and distribution, the annual charge amounts 
to £700 ; and it is calculated that 33 tons of water are 
supplied for one shilling ; and as 12 cubic feet per second 
Jifilling one foot is a working horse power, the value of such 
an improvement may be estimated. 

12 cubic feet at 62i lb. =750 lb. x60 sec. = 

45,000 lb. falling one foot per minute ; 

33,000 lb. raised one foot high per minute, being an 
effective horse power. 

12,000 lb. remaining are allowed for the difference 
between power and effect. 

The Shaw's Water- works are even more interesting. The 
want of water had been long and grievously felt in the town 
of Greenock, where the people had not a sufficient supply 
even for domestic use, and it was generally believed that 
water sufficient even for sanitary purposes could not be 
obtained in that locality, until a survey was made by 
Mr. Thom, who reported, that not only might an ample 
supply be provided for the use of the inhabitants, but that 
a large surplus would be applicable as mechanical power 
and for manufacturing purposes, "to an extent at least 
equal to all the machinery then impelled by steam-power 
in and about Q-lasgow." 
r The report is dated June 22nd, 1824, and the copy from 
which the author extracts this information was given to his 
valued friend, the late James Smith, of Deanston, in August 
1840, by Mr. Thom himself, who has in his own hand- 
writing noted the few differences between the original 
plan and the actual execution of the works. 

In consequence of this report, and under the auspices of 
Sir Michael Shaw Stewart, a joint-stock company was formed 
for carrying the plan into effect with a capital of £31,000, 
and an Act of Parliament was obtained. 

In April 1827 the principal portions of the works appear 
to have been completed, namely, the great reservoir con- 
taining 284,678,500 cubic feet of water, and covering about 
295 statute acres of land. The compensation reservoir, 
containing 14,465,900 cubic feet, and covering about 40 
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acres, and an auxiliary reservoir (marked "No. 3 upon the 
plans) holding 4,652,800 cubic feet, with an area of ten 
acres. 

Pive other smaller reservoirs are about to be made, and 
extended to hold more than six millions of cubic feet, so that 
the aggregate quantity stored at once would be 310,000,000 
cubic feet of water. 'The embankment of the great reservoir 
is 60 feet high, and that of the compensating reservoir 
23 feet. 

The main water-course, somewhat more than six miles in 
length, was at the same time completed, and also its branch 
leading to the eastern line of mills, there being two Hues, 
east and west, and on the 16th of April 1827 the first mill 
received its supply of water at the rate of twelve hundred 
cubic feet per minute; at this rate both lines of miUs 
are supplied. The available annual quantity of water to 
replenish the reservoirs is more than seven hundred 
millions of cubic feet. 

The distinguishing characteristics of " this scheme " as 
Mr. Thom calls it, are the following : — ^Instead of erecting 
mills and factories on natural waterfalls, on the banks of 
rivers, in remote and almost inaccessible places, — where 
immense capital must in the first instance be expended in 
forning roads and houses for the work-people, as weU as a 
heavy and perpetual charge for carriage to and from the 
seat of trade, — ^the water is carried by a conduit from the 
reservoirs, to a populous seaport town, with a redundant 
unemployed population, where roads, harbours, piers, and 
everything requisite for the most extensive manufacture are 
already formed. Besides, by thus forming artificial water- 
falls on advantageous grounds, every inch of fell from the 
reser\'oir to the sea is rendered available, whereas by the 
former mode only a very small part of the fall coiild in 
general be employed. In the present case a fall of 512 feet 
has been made available, of which not more than 20 were 
formerly occupied or thought capable of being usefully 
employed. But besides the advantage thus gained by 
increasing the fall, a still greater advantage is gained from 
the greatly increased and perfectly uniform supply of 
water, by the adaptation of the various self-acting sluices, 
and other simple and efiective means of regulation. 

The reservoirs are large enough to contain a full supply 
for six months, so that the surplus of a wet year may be 
stored up, to provide against a dry season ; thus turning 
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to account all the water caught upon the surrounding hills, 
the greater part of which before ran wastefuUy to the sea. 

The practical effect of the Shaw's Water-works has been 
to place within the suburbs of a populous town a series of 
mills and factories driven by power equal to that of thirty- 
three steam-engines of fifty horses each. 

Such power being applied to manufeicturing purposes, 
each factory will pay in* wages to the work-people about 
£10,000 a year, making a total annual amount distributed 
in wages only of more than £300,000, and employing upwards 
of 7000 persons, besides giving an ample supply of water 
for the use of the town. 

A greater addition to the wealth of a small community, 
in so short a time, and by such simple means, can scarcely 
be imagined. 



CHAPTEE V. 

— ♦ — 

RAIN-GAUGES AND RESERVOIRS.— EMBANKMENTS AND THEIR 

CONSTRUCTION. 

The recognised importance of noting and reristerinl^ the 
fall of rain, and of observing other meteorological changes 
during the year, has led to the establishment of such 
registers in several towns where scientific institutions or 
libraries have been formed ; but as there are many localities 
where no observations are made and registered, and as the 
faU of rain is much affected by local circumstances, many 
engineers have found it necessary, especially in remote and 
mountainous parts of the country, to institute a series of 
observations for their own information, previous to their 
designing or advising the construction of important works, 
particularly reservoirs, catch-water drains, and embankments 
to retain the water faUing among the hills, and to store it, 
either for the supply of towns, for sanitary purposes, or as a 
means of obtaining mechanical power. 

The water supply for the populous and rapidly increasing 
capital of the cotton manufacture, Manchester, and its 
neighbourhood, has led to many local observations among 
the ridges of hiUs, within reach as it were of the town (or 
city as it may now be termed), where it was supposed a 
sufficient area of high and sloping ground might be found 
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to catch the rain, and afford the requisite water shed, from 
which a supply might be gathered in the rainy months, and 
stored for use in dry weather. 

Although much pains was taken to arrive at correct con- 
clusions, great discrepancies appeared in the results obtained 
by persons whose character and standing in the profession 
warrant the belief that their only aim was to arrive at the 
truth. Much of the difference arose, doubtless, from the dif- 
ferent elevations at which those observations were made; much 
from the formation of the country, some spots beiag 
sheltered from prevailing winds, others exnosed to the 
blast driving the tain in masses before it, and some where 
the eddyiug wiad threw it down in streams, excessive even 
in tliat rainy district. 

But besides all these causes of difference between the 
observers, it was found that even on the same ground the 
results were not the same; and in these cases the rain- 
gauges were not like each other. 

Without reviving a controversy in which p^*sonal feeling 
sometimes prevailed over scientific discussion, it may be 
mentioned that some of the raiu-gauges used were of the 
old construction ; wherein the rain is caught in a funnel, 
received in a tube, and measured by a staff or graduated 
rod, by dipping it into the tube and noting how much of it 
is wet, or by the rod rising with a float as the rain-gauge 
Ms. 

It is obvious, that when this staff was left in the instru- 
ment, projecting, as sometimes happened, considerably above 
the dish or fdnnel head of the instrument, it caught the 
drifting raiu ; and as the wiad was violent or otherwise, so 
were the results affected : thus they varied from the neigh- 
bouring rain-gauges, which had no staff, and where the 
quantity of water contained in it was either read off in a 
graduated glass tube attached to the iustrument, or poured 
into a separate measuring glass. 

It may be said that such errors might readily have been 
avoided by a little more care and judgment, and something 
like uniformity of system in the construction and position 
of instruments, and the time and method of observing; 
but it must be remembered that such observations were 
generally undertaken either by individuals, or by a few 
persons who paid their own expenses; that the engineer 
was often obliged to depute his pupil or assistant to 
organize, among the natives of the nills, an extemporary 
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body of observers, by whom his instructions were hardly 
understood, even when he flattered himself he had made 
them very clear and explicit. 

The author has before him a series of tables, the " Collected 
observations, magnetic and meteorological, made throughout 
the extent of the empire of Russia, and published annually 
by order of his Imperial Majesty Mcholas the First." These 
observations, printed in French, are made by the engineers 
of the mining corps, at their several stations ; and they 
are so copious and exact, that except the observations made 
at Q-reenwich under the astronomer royal, and perhaps those 
at the universities, few registers kept in JEngland will bear 
comparison with the Russian tables. The rain-gauge used 
is composed of two cylindrical vases of copper, placed one 
above the other, and communicating by a small tube ; the 
upper vessel is open at the top, and is larger in diameter 
than the under one. The rain water received in the upper 
vessel passes through the pipe into the closed receiver below, 
whence it is drawn off by a tap into a wide-mouthed tubular 
glass measure, graduated iu equal divisions. The rain-gauge 
is Med with water, until it rises in the upper cylinder to a 
point marked beforehand, and then the water is drawn off 
by the tap until it has fallen an inch. It is received in the 
cylindrical measuring glass as it runs out of the lower copper 
vessel ; and if it fill this glass 13 J times, its total capacity 
being i^ of an inch, or 0074 in depth of the upper vessel, 
it is only necessary to divide the glass into f i parts, to 
show the hundredth part of an inch of rain. 

Twice a day the quantity of rain or snow that falls is 
noted and registered, that is at 8 o'clock, morning and 
evening ; except in case of a heavy shower, when the time, 
the duration, and the quantity of rain fallen are also noticed, 
along with the half-day's dowaifaU, and a corresponding 
remark made. 

In winter the rain-gauge is taken into a warm room 
every twelve hours, to melt the snow or hail received in it, 
and a second instrument immediately put in its place ; every 
station being provided with two rain-gauges for this purpose. 

It is obvious that such instnmients as these may be 
readily managed by private soldiers, and that correct results 
may be obtained without much nicety of construction, and 
without much regard being paid to any of the dimensions, 
except the divisions of the measuring glass. 

A very simple apparatus has been found useful by the 
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ftnthor, where a better could not readily be obtained. Let 
a tin fi^mnel be made in the form of a shallow cylinder, or 
hoop, of 13J^ inches in diwneter, equal in area to one 
superficial foot, and having ike bottom conical, with a pipe 
of small diameter in the ceijtre, say three quarters of an 
inch or thereabouts : fit this pipe into the neck of a bottle 
(a stone-ware bottle is better than a glass one), and let it 
reach nearly to the bottom of the bottle; put in a little 
water until it rises above the end of the pipe, to close and 
seal it so as to prevent loss by evaporation, and the rain- 
gauge is ready for use. 

Weigh the whole apparatus and note the weight ; then set 
it to receive the rain that may fall with the bottle sunk in 
the ground, and as the top or mouth of the funnel is one 
Sfup^fidaL foot in area, and a cubic foot of water weighs 
1000 ounces, every ounce of water received in the bottle is 
one-thousandth part of a foot in depth of rain fallen. 

One of the most ar^roved rain-gauges has a fimnel similar 
to the last, also a foot in area, mounted on a stand-pipe 
which receives the water, which should be carried down to 
the bottom by a slender tube trapped with water at the end, 
and the stand-pipe has a suitable base or foot. .:. The rain 
received in the pipe is read off by means of a smaill graduated 
glass tube fixed to its side and communicating with it. If 
the stand-pipe's section be one-tenth of a superficial foot in 
area, and the glass be divided decimally, every inch of water 
in the glass will indicate one-tenth of an inch of rain ; or 
the glass may be graduated by trial to suit the stand-pipe. 

A convenient portable ram-gauge is also made which 
answers suf&ciently well for temporary purposes, and shows 
the quantity of rain fallen with tolerable accuracy. It is 
made of japanned tin, something like an ordinary coffee-pot, 
and is surmounted with a funnel equal in area to one-fourth 
of a superficial foot. The water it receives is poured into a 
graduated measuring glass, whose diameter or section is so 
proportioned to the area of the funnel as to indicate the 
depth of rain in inches and decimals, or the glass may be 
marked in the same way as those used at the Eussian stations 
before described. 

It is better to use any of these modes than a measuring 

rod or staff, which often gives incorrect results; and the 

rain-gauge should be set with the mouth of the funnel 

ezacUy in a horizontal plane or level, and not exposed to 

blasts or eddies of wind, nor sheltered £rom Jjve ^g/dinary 

c 3 * 
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breezes, bo that its position may correBpond with the general 
suiiace of the locahty aod catch a &b averse of the rain. 

The rain-gauge recommeiided for local obseirations br 
Mr. Jamea GMaher, F.E.S., Secretaiy to the Britian 
Meteorological Society, ia a simple cylindrical veBsel, eight 
inches in diameter and thirteen inches high, sunk in the 
ground eight inches, and conaequently having the top edge 
five inches above the ground. Into the top or mouth of this 
vessel is fitted a funnel, formed of a plun inverted cone six 
inches deep, the apex of the cone ending in a bent tube of 
an eighth of an inch in diameter, bent so as to form a tr^ 
and prevent evaporation, hut yet dischar^ng the water 
freely into the vessel below. For measuring, ne recommends 
a tall cylindrical glass holding one inch of rain as received in 
the gauge, and divided into ten parts, which may again be 
sub-divided into ten by using a sc»le. 



It is due to Mr. Olaisher, to state that having noticed the 
great want of an accurately kept series of observationfl of 
atmospheric and meteoric changes in this country, he has 
sedulously devoted himself to the establishment of local 
observatories throughout the kingdom. He furnishes the 
observers with formularies, he directs them in the selection 
of instrumenta, and he visits their localities if need&l. fie 
thus interests others in the same useful labours he himself 
pursues, and he has succeeded in inducing the librarians and 
secretaries of literary and scientific institutions, mathematical 
instrument makers and private gentlemen to institute obsei*- 
vation^ of this kind on one general and uniform system. 
They trtfiiiiuniit to him printed forms filled up, and he arranges 
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and tabulatea them. Such works as these cannot be too 
^ighly commended ; and as the formers' crops and land- 
owners' rents depend on theee changes, they will do well to 
obeerre them also. 

Having thus shown how the rain may be measured by the 
gauge tmd collected in the reseiroir, confined by embank- 
ments and regulated to supply the required power to turn 
the Tnill and substitute mech&tiical force for manual labour, 
let US not forget the old and homely proverb, that " Tire 
and wat^ are good servants, but they are bad masters." 

The weieht of a cubic foot of water being 62^ lb., it 
presBes with that force upon the square foot of surface on 
which it rests, and every foot in the depth of water adds 
that force to the pressure ; so that if the depth of a reser- 
voir be 61 feet, every square foot of ground at the bottom 
sustains a pressure of 62^ X 64 = 3375 lb., or somewhat 
more than a ton and a half. What care then must be 
necessarv in preparing a large area to resist such a weight, 
and render it secure under such a pressure ! 

But it is not only in a vertical direction that the pressure 
of a fluid acts ; it thrusts against the embankment with a 
general force over the whole surface, equal on the perpen- 
dicular line to half the depth of the liquid column, in a lateral 
direction, tending to force it from its place; and if the 
mound or dam crossing the valley be 600 yards in length or 
1800 feet, with a depth of Si feet of water against it, the 
whole lateral thrust will be, tahing it at half the above per- 
pendicular pressure, more than 83,000 tons ; while the 
lateral pressure exerted at the foot of the embankment is 
equal, or nearly so, to the perpendicular force. 



These dimensions are not hypothetical ; the author was for 
many years in the habit of wdting, almost daily, along such 
an embankment, and he has seen it at times severely tested. 
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Let it bp remembered that in suck sitoations a bed of 
alluyial soil often rests upon day, with water oozing betweei^ 
them, and that the beds in such situations slope in the 
direction of the valley, and consequently in that of the 
thrust. This is no uncommon case, and unless the greatest 
judgment and foresight be exercised in forming such dams 
in the outset, they may sooner or later yield to the enormous 
force preasin^ a^^ist them, aad carry ruin and devastation 
with tliem. 

The author has seen railway embankments, hastily raised 
to cross the valley, where an inclined substratum of clay, 
lurking as it were beneath, intercepted the surface water, 
and caused an insidious and slippeiy parting in the meaaures, 
slide as if they had been launched, for several yards, and 
wrinkling up t^e green swarf, to the dismay and loss oi the 
too clever contractors who risked such an experiment. But 
in making dams to confine water, nothing wiLL justify such 
risk; and as this little book may fall into the hands of 
young practitioners in remote places, the author strongly 
urges that in constructing such works nothing should be left 
to chance; that weU constructed banks with flat slopes, 
stout puddle walls and lining, earthwork and masonry 
sufficiently massive to resist unflinchingly the greatei^ 
possible amount of thrust they may have at any time to 
sustain, should be constructed in all cases ; that means of 
relief and discharge be provided to meet extraordinary 
seasons ; and tha,t both surface and substrata be carefully 
bored and examined before the works are commenced, and 
diligently watched during their progress, for great responsi- 
bility lies upon the man who attempts, with insufficient 
means, to restrain a destructive and overwhelming torrent. 
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CHAPTEE VI. 

— »— 

HORIZONTAL WATERrWHEELS AND SIMILAR MACHINES. 

The primitive application of water-power to turn mill- 
atones lias been noticed in the earlj part of this book, and 
the employment of horizontal water-wheels, with yertical 
axles, is still considered by French engineers to be in many 
cases advantageous, as presenting great simplicity and 
economy, both in construction, maintenance, and applica- 
tion ; as requiring but little space, and in being able to 
work in floods and in frosty weather. 

In driving corn-mills they need no toothed-wheel work, 
and in besieged towns they can be worked at all times 
without interfering with the defences, being either placed 
altogether out of Imrm's way, or costing but little to shelter 
them from the enemy's fire. 

Such is the opinion of experienced ofELcers of the French 
artillery, and we are indebted to two of them — MM. Piobert 
and Tardy— for an elaborate series of experiments and an 
excellent report on the useful effect of the ordinary 
horizontal water-wheel at present used in France. Those 
on which the experiments were made are at Toulouse, where 
the two dams (hwrraaes) of the Q-aronne, and the abundance 
of water in the canal of the south, near its discharge into 
that river, have rendered disposable falls of water su&cient 
to put in motion a great number of corn-mills by means of 
horizontal water-wheels. These wheels are of two kinds : 
those situate on the rivers are called bucket-wheels (it cv/ve), 
and are similar to what are used at Cahors, at Metz, and 
other places ; those which are placed on the canal are called 
whirl-wheels (rouets volants), and much resemble those 
which have existed from time immemorial, and are turned 
by the percussion of the water upon curved floats, which 
are here used instead of the ladles that are fixed round the 
axles of the mills of the Alps. 

It may here be remarked that in Northern Africa several 
rude mills are to be found in the same fashion as they have 
existed for ages, among a people the least advanced in the 
arts of industry ; many of them are on the great Mia of the 
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Bummel at Constantineh, and instead of ladles these have 
pieces of wood rudely driyen into the upright axle, like 
spokes into the nave of a cart-wheel. A channel being made 
from the river, at an inclination of 30 or 40 degrees, the 
water is directed against the side of the wheel, and having: 
done its work it iTretumed to the river and employed ^ 
and again as it descends the hiU to turn a series of such 
mills. In some of these the upper end of the vertical axle 
is fitted with a bent arm or crank, and the millstone, which, 
in such cases, is fixed in an inclined position of 10 or 
15 degrees to the horizon, is forced round by it. With 
these mills they prepare the coarse meal, which, being 
cooked in steam, makes the "couscousou," the common food 
of the natives. 

The localities at Toulouse afforded many favourable cir- 
cumstances for making experiments, besides the general 
employment of these two kinds of wheels, so that the results 
of both could be readily and exactly compared by the same 
dynamometers and other instruments used by the same 
oDservers. 

The results of all the trials appear to be that on the 
horizontal water-wheels with buckets the effects produced at 
ordinary speeds varied from 15 to 27 per cent, of the power 
employed when the mills and wheels were in good condition. 
The speeds were varied from 60 to 135 revolutions per 
minute ; but the best effect seems to have been obtained at 
about 90 revolutions, with a total fall of water, measuring 
the difference of level above and below the wheel of from 
seven to eight feet. The wheels were about five and a half 
feet in diameter ; that of the millstones is not stated in the 
report, but they appear to have been such as are in general 
use — ^probably about four and a half feet. The water which 
drove these wheels was discharged through an ordinary 
sluice,* and passing through a channel of stone-work was 
thrown obliquely on the wheel. 

The other kind of horizontal wheels experimented upon 
was distinguished by the name of ^^rouets volants," here 
termed a whirl'wheel--for the term fly-wheel, as we now use 
it, is applied to a very different piece of machinery, namely, 
the massy cast-iron regulator of steam-engines and other 
heavy works. 

These wheels received the water directed upon them 
through an inclined pyramidal trunk of wood upon one 
side of the wheel ; the larger end of the trunk being closed. 
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or tte entrance of the water regulated by a eluice, agunat 
which was a head of water of fourteen or fifteen feet, to 
which the inclination of the trunk, or about two feet more, 

Fig. 8.— Koue i CnreB. 



may be added, so that the ladles of the wheel were acted 
upon by the weight and impulse of the water, and were oo 
formed as to continue such action until the water escaped 
between them, and passed through the wheel. 

When these wheels made 1(^ and 108 revolations per 
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minute, the usefdl effect was from 29 to 33 per cent., and 
when the resistance of the work done reduced their speed 
to 90 and 85 turns per minute, their effect reached to 39 



and 40 per cent, of the power expended, the useful effect of 
these wheels being nearly the same aa that of the old under- 
shot water-wheel. 
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The difference in construction between the two kinds of 
mills appears to be very slight, and their dimensions and 
cost to be the same or nearty so ; but the supply of water 
being abundant, the millers paid no attention to the quantity 
expended in performing a given amount of work. (See 
Fig. 9.) 

The wheels are made of cast iron, and the pivot of the 
upright shaft stands upon a foot-bridge or lever, fixed at 
one end, and regulated at the •ther end by a second lever 
placed in the mill above, so that the millstones may be 
adjusted to grind closer or otherwise in the usual way. 

It is perhaps impossible to construct a more simple and 
less expensive corn-mill, where plenty of water is at hand 
to drive it, and the author has been somewhat diffuse in 
explaining it, as there may be many localities, especially in 
New Zealand and other colonies, where such simple and 
cheaply made miUs would be of great advantage to a small 
community of settlers. 

It is however well known to all experienced millwrights, 
that a much greater amoiuit of useful effect is obtained when 
water acts by its gravity or pressure than when it acts by 
its impulse ; and it has been found expedient in some places, 
where the millers desired to retain the horizontal wheel and 
to economise the expenditure of water, to vary its construc- 
tion, so that the weight of the water should act, and that 
without impulse. 

This has been effected by using as it were two wheels, 
one laid upon the other ; the upper wheel being fixed and 
immovable, and serving only to direct the water against 
the vanes or buckets of the lower wheel, which is forced 
round by the pressure so directed against it. 

A drawing of such a mill, the wheel 5 feet in diameter, 
constructed in Italy, has bpen kindly forwarded from Genoa, 
and shows the next improvement made in this useful 
machine. It is known in Prance and G^ermany as Koechlin's 
plan, and is sometimes wrongly called his turbine. 

A cylinder is formed of cast iron, wrought-iron plates, or 
wood strongly hooped, and is made open at the top, unless 
the miUstone rest upon it when the power is used to 
grind com. The upper end of the cylinder is somewhat 
higher than the head of the column of water intended to act 
upon the wheel, the water entering it through an opening 
on one side, and the internal diameter as proportioned to the 
quantity of water to be used ; there is a sluice to regulate 
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^e supply at top, fixed in the peutrough, and another at 
bottom which regulates the expenditure ; the presBvire of 
the atmosphere on the top is supposed to render the whole 
column effective. The fixed wheel foi^ms a bottom to the 
upper portion of the cylinder, which must be firmly secured 
to a foundation of masonry or timber. The upright shaft or 
axle is fitted into the moving wheel and turns with it, 
passing through a collar properly hored and lined with brass, 
in the centre of the upper or fixed wheel ; it is steadied 
and secured by another collar formed on a firame or bracket, 
screwed to the top of the cylinder, which may be dispensed 
with if the nether millstone be used instead ; but, in the 
sketch here given, the wheel is intended to turn other kinds 
of machinery. 

It wiU be observed that, in the present instance, the upper 
portion of the cylinder, above the fixed wheel, is made of 
cast iron, and that the lower part is made of wrought-iron 
plates. The pressure of the water is directed by the vanes or 
guide-curves of the upper wheel into the buckets of the lower 
one, so as to bear upon them with the greatest efiect, whUe, 
by the regulation of the two sluices (which are not shown 
in the woodcut), the cylinder is kept fiill, and the descending 
colunu^ of water passes like an eddy through the wheels, 
with a foroe proportioned to the whole height, for the lower 
end of the cylinder is immersed in the water, which in 
ordinaij times just covers the outgoing opening, and in 
flood times rises above it, so that the power due to the 
difiereoce between the surfaces of the dam and the tail 
water may always be available. 

Fig. 11. 
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This combination ia a great improvement upon the wheels 
at Toulouse, before described ; and the same principles have 
been further developed by MM. Fromont, who obtained 
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the Council medal, at the Great Exhibition of 1851, for their 
Horizpntal Water-MiU of fifty-five horses' power, constructed 
on the system of M. Pontaine Baron — a machine capable of 
the nicest adjustment, and applicable to any manufacture, 
however delicate, as the spinning of silk and fine yams 
of any kind, and giving a useful effect of 75 per cent. 

In several respects this resembles the last-described, 
inasmuch as there are two wheels placed in the same 
manner, either at the lower end of a large iron cylinder open 
at the top, or at the bottom of a cistern of strong woodwork. 
The reservoir or cistern intended to be used for this wheel 
was about 8 feet high, but it was not exhibited, as it would 
have prevented a complete view of the interior arrange- 
ments. It was therefore removed, and the upper work for 
regulating the sluices, together with the governor, were 
placed on a cast-iron frame above, supported by six pillars. 
The upper, or fixed wheel, had a strong flanch surrounding 
it and cast with it, having provision made for securing it 
with screw-bolts to the bottom of the cistern or tank, and 
beneath the revolving, or under wheel (in this case not 
included in a cylinder, as in Koechlin's plan) ; a clear way 
of escape for the eflBiuent water, after it had done its duty, 
was left on aU sides. The fixed wheel, thus attached by its 
flanch to the bottom of the tank, was about 6^ feet in 
diameter, and had a strong cast-iron pipe, about a foot in 
diameter, fixed by bolts to its centre, and rising up above 
the level of the cylinder or cistern, where it was secured by 
a strong frame, serving to bind together the whole fiabric 
and to support the axis of the revolving wheel which passed 
through the pipe and worked in a gun-metal collar above. 

In the fixed wheel there were forty-two openings disposed 
in two concentric circles ; the outer circle having twenty- 
four, and the inner circle eighteen ; these openings radiated 
from the centre of the wheel, and were formed so as to direct 
the water into the buckets of the revolving wheel below it. 
The outside diameter of the outer circle of openings was 
about 6i feet, and the inside diameter of the inner circle 
about Si feet ; there was a division, or partition of an inch 
in thickness, between the two circular series of openings, so 
that they might be about 8^ inches long. 

Each of these openings was fitted with a sluice made of 
cast iron, with the back of it properly curved in a vertical 
direction, so as to direct the water in passing through the 
openings and lead it fairly into the buckets. 



MM. FROUONT's water-wheel 
Fig. li.— Seetioni] ElersdoD, 
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Every one of these sluices is suspended and attached to a 
wrought-iron rod, about an inch in diameter, screwed into 
the sluice, and standing up about 18 inches. On the top of 
these rods is secured a strong flat ring ; the rods are fitted 
with collars, screws, and nuts to fasten them into the ring, 
or rather rings, for there are two : that is to say, one for the 
outer, and one for the inner circle of sluices and openings. 

Each of these rings is suspended by three strong round 
rods, with regulating screws cut upon them, so that by 
means of wheel-work the two circles of sluices can be simul- 
taneously raised and opened, or lowered and shut, at 
pleasure ; or the openings may be enlarged or contracted, to 
regulate the speed of the machine, by adjusting the discharge 
of water through them ; and this regulation is effected by a 
conical pendulum or governor similar to that of the steam- 
engine. 

This apparatus of MM. Fromont has been improperly 
termed a turbine, by which is understood some wheel re- 
sembling the shell so called, and working by reaction ; but 
it will be clear, from the foregoing details, that it was, in 
fact, a horizontal water-wheel, in the construction of which 
great ingenuity aild mechanical skill were displayed. 

In awarding the council medal to this machine, the jury 
mentioned the advantages possessed by it, and by simihur 
well-constructed horizontal wheels and turbines, of frequent 
use in Prance, but almost unknown in England. 

Firsty — That they OQCupy a small space. Second^ — That 
turning very rapidly, they may, when used for grinding 
flour, be made to communicate the motion directly to the 
mill-stones. Third, — That they will work imder water. 
Fourth, — That they will work equally well under small and 
great falls of water. Fifth, — That they yield when properly 
constructed, and with the supply of water for which they 
have been constructed, a useful effect of from 68 to 70 per 
cent. ; being an efficiency equal to that of any other 
hydraulic machine. Sixth, — That the same wheel may be 
made to work at very different velocities, without materially 
altering its useful effect. 

This last property is one of great importance in certain 
applications, and constitutes an advantage of this machine 
over most others that have their established rates of 
working, from which it is not possible to deviate without a 
proportionate sacrifice of power. 

The wheel of M. Fontaine Baron, made by MM. Fromont 
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and Son, appears, from experiments made on its efficiency, 
to be one oi the most successful modifications of that form 
introduced into Erance by Foumeyron, in place of the old 
horizontal water-wheel. 

There is another simple and useful water-wheel used by 
the French in Guienne and Languedoc, sometimes called 
Maue a Poire, or the pear-shaped wheel. It is also a 
horizontal wheel with a vertical axis ; and when the power 
required is not great, the water plentiful, and the means of 
construction limited, it may often be adopted with advantage. 
It consists of an inverted cone, with spiral float-boards of a 
curvilinear form, winding round its surface. This wheel 
revolves on a pit or well of masonry, into which it fits 
prettv closely, like a coffee-mill in its box. The water, con- 
veyea by a spout or trunk, strikes the oblique float-boards, 
and, when it has spent its impulsive force, it descends along 
the spiral float-boards and- continues to aid by its weight 
until it reaches the bottom, where it is carried off by a canal. 
There is considerable ingenuitv in this contrivance ; for the 
jet of water being first applied to the upper, or largest part 
of the cone, strikes the float-boards at the point where 
they move with the greatest speed, the radius there being 
longest ; but as the water loses its velocity, in consequence 
of the motion it has imparted to the wheel, it descends in 
the cone and acts upon the floats lower down, where, the 
radius being less, they move more sloifly ; and the water is 
still beneficially employed until it quits the wheel. 

It is perhaps not necessary to describe the Danaide of 
M. Dectot, nor the Conchoidal- wheel of Euler, as neither of 
these are in use, excepting so far as to notice that, in the 
first of these, the water acts in a narrow annular channel, at 
the circumference of the machine, formed between a hollow 
external and a solid internal drum, which is also shallower 
than the outer one, and that it is projected into this hollow 
ring or channel by inclined spouts, or jets forming tangents 
to its circle, so as to drive it round, arber which it goes out 
at the centre, through passages suitably formed, so as to 
continue the effect of the water as long as it remains in 
the wheel. 

In designing the conchoidal wheel, the inventor seems 
almost to have discovered, the reactionary effect of the 
effluent water, which has since been made available in the 
turbine, that is to say, the imbalanced pressure opposite to 
the orifices, impels the wheel somewhat in the same way 
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that a sky-rocket is driven through the air in its rapid 
flight, by the force or recoil acting against the closed end of 
the rocket tube or case. It does not appear, however, that 
this horizontal wheel was ever made practically useful. 
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TURBINES, AND THE REACTION OF WATER PRESSURE ON 

WHEELS, ETC. 

Within the present century, a new mode of applying the 
power of water to produce circular motion has oeen intro- 
duced, and of late years it has attracted much attention, and 
received many improvements : hitherto it has been but little 
used in England; but in Germany, in Prance, and in 
America, it has been very successfully employed. 

It is chiefly to German engineers and mathematicians 
that we owe the investigation of the principles on which the 
turbine is constructed, and the best methods of reducing 
them to practice. The French, also, have been prompt to 
appreciate the value of the turbine : M. Arago has given his 
testimony as to its merits, and other French writers of note 
have examined it in detail ; but we have no complete work in 
the EngUsh language, except a translation from the German 
of Professor Moritz Euhlmann, edited by Sir Eobert Kane, 
and rendered valuable to practical men by his observationB. 

In order that the subject of this chapter may be better 
elucidated, and traced from its first elements, it may be 
proper to notice the philosophical toy which figures in many 
works on hydrostatics and hydraulics, as Dr. Barker's mill, 
but is by most persons passed over as a mere plaything, 
useless for practical purposes ; it involves, however, principles 
of action which, when well and scientifically carried out, lead 
to most important results. 

Dr. Barker's mill consists of an upright pipe or tube, with 
a frumel-shaped open top, but closed ai the lower end ; and 
from the lower end project two horizontal pipes or arms, 
also closed at the outer ends, and placed opposite to each 
other, at right angles with the vertical tube, so as to form 
a cross. Near to the end of each horizontal pipe, and on 
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one side of it, is a round hole, the two holes being opposite 
to each other. The upright pipe is mounted upon an axis or 
spindle, and is kept full of water flowing into the top. 

The water, issuing from the holes on the opposite sides of 
the horizontal arms, causes the machine to revolve rapidly 
on its axis, with a velocity nearly equal to that of the 
effluent water, and with a force proportionate to the hydro- 
static pressure given by the vertical column, and to the area 
of the apertures ; for there is no soHd suiiace at the hole 
on which the lateral pressure can be exerted, while it acts 
with its frdl force on the opposite side of the area. (See 
Fig. 16.) 

Fig. 16. 
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This unbalanced pressure, according to Dr. Bobison, is 
equal to the weight of a column having the orifice for its 
base, and twice the depth under the sunace of the water in 
the trunks for its height. 

This measure of the height may seem odd, because if 
the orifice were shut, the pressure on it is the weight of a 
column reachiug from the surface. But when it is opeii, the 
water issues with nearly the velocity acquired by falling 
from the surface, and the quantity of motion produced 
is that of a column of twice this length, moving with this 
velocity. This is actually produced by the pressure of the 
fluid, and must, therefore, be accompanied by an equal 
reaction. 

When the machine, constructed exactly as before described, 
moves round, the water which issues descends on the vertical 
trunk, and then, moving along the horizontal arms, partakes 
of the circular motion. 

This excites a centrifugal force, which is exerted against 
the ends of the arms by the intervention of the fluid. 

The whole fluid is subjected to .this pressure, increasing 
for every section across the arm, in the proportion of 
its distance from the axis ; and every particle is pressed 
with the accumulated centrifugal forces of all the sections 
that are nearer to the axis; every section, therefore, 
sustains an equal pressure, proportional to the square of its 
distance from the axis. This increases the velocity of efflux, 
and this increases the velocity of revolution ; their mutual 
co-operation would seem to terminate in an infinite velocity 
of both motions ; but on the other hand, this circular motion 
must be given even to every particle of water, as it enters 
the horizontal arm. This can only be done by the motion 
already in the arm, and at its expense. Thus there must be 
a velocity which cannot be over-passed, even by an unloaded 
machine. But it is also plain, that by making the horizontal 
arms very capacious, the motion of the water to the jet may 
be made very slow, and much of this diminution of circular 
motion prevented. 

Dr. Desaguliers, Euler, John Bernoulli, and M. Mathon de 
la Cour, have treated of this machine ; and the latter author 
proposes to bring down a large pipe from an elevated 
reservoir, to bend the lower part of it upwards, and to 
introduce into it a short pipe with two arms like Dr. Barker's 
mill reversed, and revolving on an upright spindle in the 
same manner; the joint between th^e two pipes being so 
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contrived as to admit of ft free circular motion without 
much loss of water. By thia arrangement, a fall or column 
of water of any height, however great, may he rendered 
available. This arrangement was proposed in 1775. Some 
few yeara ago, Mr, James Whitelaw, of Paisley, attempted 
the improvement of this machine, and took a patent for his 
improvement, of which he published an account in 1845. 
This would aeem to consist chiefly of the modiflcationsrecom- 
mended by Dr. Bobison and M. Mathon de la Cour, and of 
the bending of the two horiKontal arms into the form of the 
capital letter S : the water being discharged from the ends 
of the arms, in the direction of the circle traced by their 
revolution, or in that of a tangent to it. The curvature ia 
that of an Archimedean spiral, with the extremity of the arm 
or jet piece continued for a short disttmce in a circular 
curve, coincident with the circle described by the end of the 
arm. The utility of this continuation, however, seems to he 



The wood-cuts show the method of striking the spiral 
curves to form the arm and a section of the machine. 




The capacity of the hollow arms is increased as they 
approach the centre of rotation, so as to contain a quantity 
of water at every section of the arm inversely proportionate 
to its velocity at that section, so that little of the centrifugal 
force may be lost. The engravings show an elevation and 
plan of Mr. Whitelaw's machine, and the method he pro- 
poses for forming the arms. The curvature is that of 
an Archimedean spiral, with the eitremity of the arm or jet 
mece continued for a abort distance on a circular curve. 
The utility of this continuation, however, seema somewhat 
doubtful. 
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The sections of the arms are eveiywhere parallelo^rains 
of equal depth, but of breadth increasing from the jet at 
the extremity of the arm to the centre of the machine. (See 
fig. 20.) 

A model water-mill of the form shown in these figures, 
working with a fall of 10 feet, the diameter of the circle 
described by the arms being 16 inches, and the aperture of 
each jet 2*4 inches in depth by '6 of an inch in width, the 
area of each orifice being 1*44 inches ; the expenditure of 
water was 38 cubic feet, the velocity 387 revolutions per 
minute, and it gave an effect equal to 73*6 per cent, of the 
power employed. 

Mr. Whitelaw states that the machine is most effective 
when the jets or ends of the arms revolve with a velocity 
equal to that acquired by a heavy body falling through the 
height of the vertical column. 

The model used in this instance was weE made and the 
experiments carefuUy conducted, but Mr. Whitelaw states 
that he has obtained nearly equal results in actual practice 
on the large scale. 

It will be observed that in the employment of water of 
considerable altitude, a great force will be exerted against 
the moving part of the machine, tending to lift it up from 
its seat ; it has therefore been proposed by M. Eedtenbacher, 

Professor of Mechanism at 
Carlsruhe, to obviate this 
inconvenience when high 
falls are used, by making the 
axis horizontal and £dng 
upon it two machines, in- 
troducing the water between 
them by means of a pipe 
formed hke the letter T; so 
that equal pressures acting 
in opposite directions may. 
counteract and neutralise 
each other. 
The axis or spindle connecting the two machines, and 
passing through the transverse pipe, is kept in a state of 
tension by the di verging forces. (See Fig. 21.) 

The author was indebted to Professor Wedding, of Berlin, 
for the first authentic information he received respecting the 
turbine, as also for a sketch and the dimensions of one of 
these machines, then recently erected under M. Wedding's 
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direction.. The fall, or rather the head, of water acting 
upon it was 20 feet, the diameter of the wheel 3 feet 8 inches, 
tae speed 115 revolutions per minute, and the power equal 
to 42 horses, which drives eight pairs of ordintoy millstones,- 
with all the requisite dressing machinery. Professor Wedding 
afterwards sent the author from Berlin a treatise on this 
subject which he had written in conjunction with M. Car- 
liczeck, wherein several other similar machines are described, 
and the useful effect of the water is stated at from 68 to 80 
per cent. (See Fig. 22.) 

It will be seen that the great value of the turbine con- 
sists in its being applicable to falls of water so high or so 
low that an ordinary water-wheel cannot be used ; and also 
that in falls of great height the velocity of the machine is so 
rapid, that when applied to drive spinning machinery, it 
needs no mill work, or but very little, to bring it to the 
requisite speed. 

The invention of the turbine, properly so called, belongs 
to M. Foumeyron, and in its present form it generally 
consists of a horizontal water-wheel, in the centre of which 
the water enters ; diverging from the centre in every direc- 
tion^ it enters every bucket at once and escapes at the cir- 
cxunference or external periphery of the wheel. The water 
acts on the buckets of the revolving wheel with a pressure 
proportionate to the vertical column or height of the fall, 
and it is led or directed into these buckets by stationary 
g^de curves, placed upon and secured to a fixed platform, 
vvrithin the circle of the revolving part of the machine. The 
efflux of the water is regulated by a hollow cylindrical sluice, 
to which a number of stops, actmg simultaneously between 
the guide curves, are fixed. 

With this short cylinder or hoop, they are all raised or 
lowered together by means of screws communicating with a 
regulator or governor, so that the opening of the sluice and 
stops may be increased or diminished in proportion as the 
velocity of the wheel may require to be accelerated or 
retarded. 

This cyUndrical sluice alone might serve to regulate the 
efflux of the water, but the stops serve to steady and support 
the guide-curves and prevent tremor. 

Turbines may be considered as divided into two classes, — 
the low pressure and the high pressure. The engravings 
will better explain the construction of these machines and 
the arrangement of their parts than a longer verbal de- 
scription. 
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M, Foumeyroil, who began his experiments in 1823, 
erected his first turbine ia 1827, at Pont sur POgnon, in 
.France. The result far exceeded his expectations, but he 
had much prejudice to contend with, and it was not until 
1834 that he constructed another, in Franpb^ Comt6, at the 
iron- works of M. Caron, to blow a furnace. It was of seven 
or eight-horses power, and worked at times with a fall of 
only nine inches. Its performance was so satisfactory that 
the same proprietor had afterwards another of fifty-horses 
power erected, to replace two water-wheels which, together, 
were equal to thirty-horses power. 

The fall of water was 4 feet 3 inches, and the useful effect, 
varied with the head and the immersion of the turbine, from 
65 to 80 per cent. 

Several others were now erected : two for falls of seven 
feet ; one at Inval, near Q-isors, for a fell of 6 feet 6 inches, 
the power being nearly forty-horses, on the river Epte, ex- 
pending 35 cubic feet of water per second, the useful effect 
being 71 per cent of the force employed. 

One with a fall of 63 feet gave 75 per cent. ; and when it 
had the full head or column for which it was constructed, — 
namely, 79 feet, — ^its useful effect is said to have reached 
87 per cent, of the powers expended. 

Another, with 126 feet, gave 81 per cent, j and one with 
144 feet fall gave 80 per cent. 

At the instance of M. Arago, a commission of inquiry was 
instituted by the Government of France, and examined the 
turbine of Inval, near Paris, the total fall of water being 
6 feet 6 inches, as has been before mentioned. By putting 
a dam in the river, below the turbine, so as to raise the tafl 
water and diminish the head to 3 feet 9 inches, the effect 
was still equal to 70 per cent. ; with the head diminished to 
2 feet, the effect was 64 per cent. ; and when the head was 
reduced to 10 inches, it gave 58 per cent, of the power 
expended, notwithstanding the great immersion of the 
machine. 

In the year 1837, M. Foumeyron erected a turbine at 
St. Blasier (St. Blaise), in the Black Forest of Baden, for a 
fell or column of water of 72 feet (22 metres). The wheel 
is made of cast-iron with wrought-iron buckets ; it is about 
20 inches in diameter, and weighs about 105 lbs. ; it is said 
to be equal to fifty-six horses power, and to give a useful 
effect equal to 70 or 75 per cent, of the water power em- 
ployed. It drives a spinning-miU belonging to M. d*Eichtal. 

D 3 
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A second turbine, at the same establishment, is worked by a 
column of water of 108 metres, or 354 feet high, which is 
brought into the machine by cast-iron pipes of 18 inches 
diameter of the local measure, or about 16^ inches English. 
The diameter of the water-wheel is 14^, or about 13 inches 
English, and it is said to expend a cubic foot of water per 
second ; probably the expenditure may be somewhat more 
than this. 

The width of the water-wheel across the pier is '225 or 
less than a quarter of an inch. It makes from 2200 to 2300 
revolutions per minute ; and on the end of the spindle, or 
upright shaft, of the turbine, is a bevilled pinion, of nineteen 
teeth, working into two wheels, on the right and left, each 
of which has 300 teeth. These give motion to the ma- 
chinery of the factory, and drive 8OI0O water spindles, roving 
frames, carding engines, cleansers, and other accessories. 
The useful effect is reported to be from 80 to 85 per cent, of 
the theoretical water power. The water is filtered at the 
reservoir before it enters the conduit pipes ; and it is im- 
portant to notice this, since the apertures of discharge in 
the wheel are so small as to be easily obstructed or 
choked. 

The water enters the buckets in the direction of the 
tangent to the last element of the guide-curves, which is a 
tangent to the first element of the curved buckets. The 
water ought to press steadily against the curved buckets, 
entering them without shock or impulse, and quitting them 
without velocity, in order to obtain the greatest useful 
effect ; 6therwise a portion of the water's power must be 
wasted or expended, without producing useful effect on the 
wheel. The engravings show a section of this turbine, and 
a quadrant of its water-wheel, drawn to a scale of one half 
of the actual size. 

It is difficult to imagine that a machine so small as this 
can give motion to the works of a cotton mill, on so large a 
scale. Professor Euhlmann says, that when he saw it 
actually doing so, he could not, for some time, credit the 
evidence of ms senses ; and, although he went purposely to 
examine it, his astonishment prevented him from compre- 
hending, in the first instance, tnat the fact was really as it 
appeared. 

There are many places, especially in hilly districts, where 
high falls of water are found, and where the nature c£ the 
ground affords facilities for making reservoirs, so as to 
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ensure a constant supply, where the height of the column of 
water may compensate for the smalLaess of its volume. 
In such situations it may be conveyed in pipes to the high- 
pressure turbine, which may often be applied with advantage 
for grinding com, working threshing machines, or for 
crushing ore, and other purposes. There are other situations 
in which a great volume of water rolls, with but little fall, 
and it has been shown that, with a head of only nine inches^ 
the low-pressure turbine has done good service. 

The illustrations here given, as explanatory of the pro- 
gress and construction of the turbine, are an elevation and 
plan of Dr. Barker's mill ; an elevation and plan of Mr. 
Whitelaw's mill; and diagrams, showing the method of 
striking the spiral curves to form the arms ; with a section, 
showing how the miU is connected with the supply-pipe ; 
the loose collar is pressed upwards against the revolving 

§art of the machine by three bow springs, fixed between the 
anches ; the collar is prevented firom revolving, by a steady 
pin ; and the parts in contact are ground together to be 
water-tight. 

A sectional elevation of a low-pressure turbine, with one 
of the three screws for raising and lowering the circular 
sluice (with plan). The screws are connected, and act 
together, by means of toothed wheels. (See fig. 22.) 

Also a plan of the water-wheel, the guide curves, and a 
portion of the circular sluice. The curved buckets, which 
are made of thin plate-iron, are screwed against loose blocks 
or pieces of cast-iron ; and these are secured, by means of 
screw-bolts, within the rim of the water-wheel. 

The turbine of St. Blasier, shown in section. The body 
of the machine is of cast-iron ; the wheel is of hammered 
iron ; and the spindle, or axis, of steel. (See Fig. 23.) 
The letters refer to the same parts on plan. (See Fig. 24.) 

The foot of the spiadle, and the pivot and step on which it 
revolves, are tempered to extreme hardness. The oil-pipe 
at the foot of the pivot is connected with a small force-pump, 
or syringe, which, at regular intervals, injects a little oil 
into the step for lubrication. The pump is worked by a 
slow motion from the machinery. 

In all cases it is necessary that the foot of the spindle 
shall be made hollow, and run upon a fixed pivot. The 
spindle must never run in a hoUow step. The pivot should 
be quite cylindrical, and it should truly fit the spiadle, with 
as little play as possible ; the top of the pivot should be but 
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very slightly convex. The water and mud must be carefully 
excluded, and the parts regularly oiled. 

A quadrant or rourth part of the wheel, with the guide 
curves, and the sluice or regulator of the turbine of St. 
Blasier. This engraving is one-half of the natural or full 
size of the machine itself; the bent arrow shows the 
direction in which the wheel revolves. 

Fig. 24. 




There is also another difference in the construction of 
turbines which should be noticed. Some have been made 
which receive the water at their circumference and discharge 
at their centre.* Several of these have been erected in the 
United States, and have worked very well ; but the amount 
of duty done by a given quantity of water is not so great 
as when it is admitted at the centre and escapes at the cir- 
cumference, where it can do so more freely. It is therefore 
unnecessary to go very minutely into the details of this 
machine, which is like Mr. Appold's centrifiigal pump, so 
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much noticed in the Ch«at Exhibition, but with its action 
rerereed ; so that the pump becomes a water-wheel driren 
romid bjr the external pressure of the water, like a whirlpool 
or Tortei. (See Fig. 25.) 

Some wheels on this principle have been erected near 
Belfast, with good effect, by Mr. James Thomson, who read 
a paper respecting them at the meeting of the British 
Aflsociation there. The velocity of these wheels at their 
circumference was equal to that of a heavy body faUing &om 
a height of half the vertical column of water upon the 
wheel. 



The reciprocating water-pressure engine — a i 
which has oeen too much neglected in England, 
treated of in a fdture chapter. 
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CHAPTEE VIII. 



UNDERSHOT WATER-WHEELS, THEIR USEFULNESS IN A NEW 
COUNTRY TO SAW TIMBER, ETC. 

The primitive form and use of vertical wheels for raising 
water for the irrigation of land in China ai^d the East, has 
been akeady noticed. These, simply dipping their floats 
into a river, were turned by the current with such velocity 
and force as the stream might impart to them. 

Yet, before quitting this part of the subject, it may be 
proper to mention two modes of applying these wheels 
which have been practised in America. 

One of them was to place a strong ade across a boat, or/ 
some other vessel, of large dimensions, with a water-wheel 
at each end of this axle, like the paddle-wheels of a steam- 
boat ; and this vessel being moored in a current, the wheels 
revolved, and gave motion to mill-stones, and machinery for 
grinding and dressing flour, on board the floating mill. 
The other was by means of a similar axle and a pair of 
wheels, thus mounted in a boat, to cause the boat so fitted 
to warp itself, and to tow other boats up a rapid, by winding 
one end of a rope round the axle, the other end being made 
fast to an anchor, or other mooring, above the rapid. This 
means of ascending rapids in the American rivers has been 
generally superseded by the employment of powerful steam- 
boats ; but it is worthy of being recorded as an ingenious 
contrivance to derive from the resisting mediiun itself a 
power to overcome it, by duly proportioning the diameters 
of the wheels and axles. 

The next improvement was an important one ; and it 
rendered the vertical water-wheel a powerful mechanical 
agent. 

By penning back the stream with a dam or barrier, 
thrown across its channel, so as to accumulate and raise the 
water to a head ; and by cutting a canal, or water-course, 
in the bank, communicating with the reservoir so formed,- 
and re-entering the river by its side at a lower level ; by 
erecting the wheel in this water-course, and by interposing 
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a sluice between the wheel and the pent-up water, so as to 
stop or regulate its ejfflux, the whole power of the water, 
heretofore spread over the bed of the river, might be con- 
centrated against the wheel, rushing through the opening of 
the sluice, with a velocity and impulse due to its nead and 
volume, and acting upon the float-boards with an amount of 
force and effect which could not be obtained in the open 
river ; the water being now confined between walls of solid 
masonry aknost in contact with the wheel, and within which 
it revolved. 

These walls also served to support the axis of the wheel, 
and to retain the sluice ; while a pavement of heavy stones 
below, between the walls, prevented the water from escaping 
beneath the wheel until it had done its duty. 

When the sluice was shut down and the wheel stood still, 
until the dam was filled yto overfiowing, the water passed 
over the barriers or weir, and rolled on, as before, through 
its old channel in the river, or was discharged into it through 
a waste-water sluice, sometimes made self-acting by means 
of a balanced float, or some similar contrivance ; and, on 
adapting such apparatus, great ingenuity has often been 
displayed, especi^y in the Shaw*s Water-works, already 
mentioned, as well as by some of the French engineers. 

Arrangements like these, so simple, so effective, and so 
easily made and managed, rendered the Uijdershot- wheel 
most useful and valuable as a means of obtaining mechanical 
power sufficient to drive extensive flour-miUs, fulling-mills, 
and forges, for which purposes it was, in the first instance, 
chiefly used, to aid an agricultural population in more 
readily supplying themselves with bread, woollen cloth, and 
iron — the principal requirements of a primitive community, 
with whom spinning and weaving were as yet domestic 
employments. 

The sluice, which regulated or closed the opening through 
which the water issued against the wheel, was placed as low 
as possible, allowing only sufficient fall or space for the 
escape freely after it had passed the wheel, so that it might 
not, as a millwright would say, " be working in back water." 
The opening, or the sluice, corresponded in size, or nearly 
so, with the width of the float boards of the wheel, and 
the head of water above it caused the stream, or rather the 
jet, to strike the float-boards with a proportionate momentum, 
the wheel receiving, as it were, a succession of impulses as 
the float-boards continually entered the water. 
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Mr. John Smeaton, the most experienced and eminent 
engineer of his time, made a series of careful and elaborate 
experiments on the power and effect of water employed to 
turn mills, by means of undershot and overshot-wheels. 
Accounts of these experiments, with all their details and 
results, were submitted by him to the Eoyal Society and 
printed in their Transactions ; the first of these papers, read 
before the Society on the 3rd and 10th of May, 1759, relates 
to undershot-wheels, and his definition of mechanical power 
and effect is so clear and concise, that it would be dimcult 
to give a better explanation. He says : — 

" The word power, as used in practical mechanics, I 
apprehend to signify the exertion of strength, gravitation, 
impulse or pressure, so as to produce motion : and by means 
of strengtli; gravitotion, imp^e or pressure, com^unded 
with motion, to be capable of producing an effect : and that 
no effect is properly mechanical but what requires such a 
kind of power to produce it." 

" The raising of a weight, relative to the height to which 
it can be raised in a certain time, is the most proper measure 
of power, or, in other words, if the weight raised be multi- 
plied hj the height to which it can be raised in a given 
time, the product is the measure of the power raising it, 
and consequently aU. those powers are equal whose products, 
made by such multiplication, are equal ; for if a power can 
raise twice the weight to the same height, or the same 
weight to twice the height, in the same time that another 
power can, the first power is double the second ; and if a 
power can raise half the weight to double the height, or 
double the weight to half the height that another can, those 
two powers are equal. 

'^ But note that all this is to be imderstood in ease of 
slow or equable motion of the body raised ; for in quick, 
accelerated, or retarded motions, tne mf i/nertim oi the 
matter moved will make a variation. 

" By the.iTts mertia of bodies is meant the force required to 
put them in motion when they are in a state of rest, or to 
accelerate them suddenly; a corresponding force must be 
exerted to stop or check a heavy body when it is in motion. 

" In comparing the effects produced by water-wheels with 
the powers producing them — or, in other words, to know 
what part of the original power is necessarily lost in the 
application, we must previously know how much of the 
power is spent in overcoming the friction of the machinery 
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and the resistance of the air ; also what is the real velocity 
of the water at the instant that it strikes the wheel, and 
the real quantity of water expended in a giyen time. 
' " From the velocity of the water, at the instant that it 
strikes the wheel being given, the height of head productive of 
such velocity can be deduced, from acknowledged and experi- 
mented principles of hydrostatics ; so that by multiplying 
the quantity or weight of water really expended in a 
given time by the height of a head so obtained, which must 
be considered as the height from which that weight of water 
had descended in that given time, we shall have a product 
equal to the original power of the water, and dear of all 
uncertainty that would arise from the friction of the water, 
in passing small apertures, and from all doubts, arising from 
the different measures of spouting waters, assigned by 
different authors. On the other hand, the sum of the 
we^hts l*aised by the action of this water, and of the 
weight required to overcome the friction and resistance 
of the machine, multiplied by the height to which the weight 
can be raised in the time given, the product will be equal to 
the effect of that power ; and the proportion of the two 
products will be the proportion of the power to the effect : 
so that by loading the wheel with different weights 
successively, we shall be able to determine at what parti- 
cular load and velocity of the wheel the effect is a 
maximum." 

The nearer the effect obtained approaches to the power 
expended in obtaining it, the better and more perfect is the 
machine. Let the student bear in mind that the effect can 
never be greater than the cause. This is too often forgotten, 
and much money has been spent and time wasted in con- 
triving machines to perform impossibilities. 

The principles of mechanics are now so generally well 
understood that perhaps no person into whose hands this 
book may fall, will ever dream of inventing a machine which 
shall give a result equal to the motive power and overcome 
its own friction ; yet the time has not long gone by when 
ingenious persons, reasoning on false premises, vainly flat- 
tered themselves that they might accomplish such things 
and devise some machine which should continue mperpetual 
motion without a maintaining power. 

Mr. Smeaton goes on to show how the velocity of the 
water striMng the wheel may be practically ascertained: 
first, by running the wheel unloaaed in the water, and 
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then by assisting it by means of connter-weights op 
cord wound round the axle, until the velocity of the 
wheel is identical with that of the water and the counter- 
weight, equal to friction and resistance of the air; for, 
if it were too little, the water would accelerate the wheel 
beyond the weight; and if too great, retard it; so that 
the water becomes a regulator of the wheel's motion, and 
the velocity of its circumference becomes a measure of 
the velocity of the water. The velocity thus determined, 
the virtual or effective head may be determined by the law 
of gravitation ; and although, as Mr. Smeaton observed, the 
virtual head, bears no certain or definite proportion to the 
actual head— as indeed has been shown in a foregoing part 
of this book — ^yet, when the aperture is greater, or the 
velocity of the water issuing therefrom is less, they approach 
nearer to a coincidence ; and consequently, in large openings 
of mills and sluices, where great quantities of water are dis- 
charged from moderate heads, the actual head of water 
and the vertical head, determined from the velocity, will 
the more nearly agree, as experience confirms. 

From the numerous experiments he had made on the 
undershot-wheel, Mr. Smeaton deduced the following rules, 
or, as he calls them, maxims : — 

" 1. That the virtual, or effective head, being the same, 
the effect will be nearly as the quantity of water expended. 

" 2. That the expense of water being the same, the effect 
will be nearly as the height of the virtual or effective 
head. 

" 3. That the quantity of water expended being the 
same, the effect is nearly as the square of its velocity. 

" 4. The aperture being the same, the effect will be 
nearly as the cube of the velocity of the water." 

Upon comparmg the several proportions between power 
and effect, remarked during the coxifse of his experiments, 
Mr. Smeaton observes, the most general is that of 10 to 3, 
the extremes 10 to 8*2 and 10 to 2*8 ; but as 'it appears, 
that where the quantity of water, or the velocity thereof, 
that is, where the power is greatest, the second term of the 
ratio is greatest also, we may therefore well allow the 
proportion subsisting in large works as 3 to 1. 

He also observes, that the proportions of velocity between 
the water and the wheel are contained in the limits of 3 to 1 
and 2 to 1 ; but as the greater velocities approach the limit 

3 to 1, and the greater quantities of water. to that of 
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2 to 1, the best general proportion will be that of 5 to 2. 
He endeavoured to ascertain what is the ratio between the 
load such a wheel would carry at the maximum of effect, and 
what will totally stop it, and found that it would work 
steadily until that proportion was as 4 to 3 ; but when this 
limit was exceeded, the whole worked irregularly, and was 
liable to be stopped. 

The principal aim, however, of a good millwright, is to 
make the wheel work to the greatest advantage ; and the 
last-mentioned experiments were therefore more curious 
than useful ; yet they are highly interesting, as they make 
the investigation complete, and anticipate a question which 
might very naturally be asked. 

Mr. Smeaton mentions, that in his working model of an 
undershot water-wheel, the maximum load was equal to 
91b. 6oz., and that the wheel ceased moving with 121b. in 
the scale ; to which, if the weight of the scale is added, 
nearly lOoz., the progprtion will be nearly as 3 to 4, 
between the load at the maximum and that by which the 
wheel is stopped : and he says, — 

" It is somewhat remarkable, that though the velocity of 
the wheel, in relation to the water, turns out greater than 
one-third of the velocity of the water, yet the> impulse of 
the water, in the case of a maximum, is more than double of 
what is assigned by theory ; that is, instead of four-ninths 
of the column, it is nearly equal to the whole column." 

It must be remembered, that in the present case the 
wheel is not placed in an open river, where the natural 
current, after it has communicated its impulse to the float, 
has room on all sides to escape ; but in a conduit or race, 
to which the float-board being adapted, the water cannot 
otherwise escape than by moving along with the wheel ; and 
when a wheel works in this manner, as soon as the water 
strikes the float it receives a sudden check, and rises up 
against the float, like a wave against a flxed object ; so that 
in the working model, when the sheet of water was not a 
quarter of an inch thick before it met the float, yet this 
sheet acted against the whole surface of a float three inches 
high ; and, consequentlv, if the float were no higher than 
the thickness of the sheet of water, a great pt^t of the 
force would be lost by the water dashing over the float. 

Although in this country the value of water power, and 
the necessity to make the most of it, has gradually caused 
the undershot wheel to be abandoned, and the breast wheel 
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to take its place, whereon the gravity or weight of the 
water acts iiutead of ita impulee ; yet there are many 
purpoees to which the undershot wheel may be applied with 
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advant^e, and to none more than the sawing of timher, 
especially in new settlements, and in those localities where 
water power is abundant and mechanical ekill is scarce, 
where labour is expensive and timber coete nothing. In 
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such circumstances, a simple and efficient saw-mill is of great 
advantage, and it may be worked afc once from the axle of 
the imdershot water-wheel, work^ig two saw frames, by 
means of cranked arms upon the ends of it ; or, if the axle 
be made of iron, a crank may be formed in it to work a 
single saw frame, as shown in the amiexed woodcut, 
reduced from an engraving in the Professional Papers of the 
Boyal Engineers, vol. vi., in which will also be found a 
minute description, elaborately illustrated, of the saw mills 
and machinery for raising timber in Chatham dockyard, 
erected by the late Sir Mark Isambard Brunei. (See fig. 26.) 

In this engraving a is the dam, frequently formed of 
square logs, resting against a standard secured by struts, 
provision being made to carry off the surplus water, b is 
the sluice, which, being raised to work the wheel, admits 
th^ water into the trough o ; here it strikes the float-boards 
of the wheel n, which is generally made of small diameter, 
so that the velocity of the water may cause it to make as 
many revolutions as possible, consistent with the reqtiisite 
power ; the saws makmg as many strokes as the wheel makes 
revolutions, e, the crank on the wheel shafb, to which is 
adapted the connecting rod f, which is attached to the 
bottom of the saw-frame g. This slides up and down' 
between the standards with an alternating motion, the 
strokes being double the length of the crank arm. k is the 
log to be cut ; it is mounted on the frame l, which has a 
rack fixed in its under surface, and is supported by the 
rollers a a. 

The pinion h on the axis of the wheel M works in the 
rack, and according as the wheel moves forward or backward, 
it works the frame, moving it towards or away from the 
saws. Motion is given to this wheel by the pall c, the 
other end of which is jointed to one of the sides 
of the arm of the bent lever d. This lever is moved 
backward and forward by the rod e which is jointed to the 
bent rod f, and this rod, or rather lever, is fitted upon 
an axle attached at one end to the frame of the wooden 
building and at the other to the frame of the saw-milL 
When it is requisite to reverse the motion, after the log is 
cut, the pall c is lifted clear of teeth of the ratchet-wheel 
M; and this wheel is turned in an opposite direction by 
hand. 

A saw-mill on this principle was made by the late 
Mr. Bennie, of which he has given the following brief 



72 UNDEBfiHOT WATEE-WHEELS. 

description : it appears to have been driven by the water of 
Leith. The diameter of the wheel was 4 feet 6 inches, and 
its width 3 feet 2 inches. , The floats were 12 inches deep, 
and were inclined in direction 4 inches past the centre. 

The cranks had 11 inches radius ; there was one on each 
end of the water-wheel axle ; consequently the saw-frames 
driven by them had 22 inches stroke. The one frame had 
five saws and the other frame two saws ; they made 13*6 
strokes to cut one inch forward. 

The fall of water was 3 feet 7 inches, and it was conducted 
in a sloping direction, in such a manner as to be nearlv a 
tangent to it ; the perpendicular height of all being 3 wet 
7 inches, and the horizontal distance 8 feet. 

The sluice was 3 feet 2 inches wide, and was raised to the 
surface of the water, namely 18 inches, at the head of the 
slope where it was placed. The sluice being raised to 
the water's surface, the wheel made fifty-eight turns per 
minute, working the seven saws. The timber cut was 
Norway fir ; in the frame with five saws it was 8^ inches 
deep, and in the frame with two saws it was 6 inches deep, 
so that in one minute it cut 4*26 inches forward. It is to 
be observed, however, that in such small wheels there is a 
considerable loss of effect, when compared with wheels of 
larger diameter ; and accordingly Mr. Eennie states the 
performance of another saw-miU, at Dartford, which, with 
the dimensions, he tabulates as follows : — 

DAETFOED SAW MILL. 

1. "Water-wheel 16 feet diameter. 

2. Breadth 4 feet 6 inches, depth 1 foot 3 inches. 

3. Fall 2 feet 3 inches, head 2 feet 9 inches. 

4. Spur-wheel, or inner end of shaft, 64 cogs. 

5. Pmion on crank 18 .cogs ; thus the crank made 3*55 
turns for one turn of the water-wheel. 

6. Throw of crank 10 inches. y ^ 

7. Slabbing-saw made 34 strokes for 4 inches advance of 
timber. 

8. Deal-saw made 19 strokes to 1 inch advance. 

9. Frame of saws 4 feet wide inside ; saws 5 feet 3 inches 
long. 

10. Ratchet-wheel 6 feet diameter. 

11. Teeth of saws f of an inch asunder. 

12. Space taken out by saw i of an inch. 
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EXPEEIMEKT. 

1. Quantitj of water, by floatmg wax balls, 2461 cubic 
feet per minute. 

2. Quantity, by measuring at the tail of the wheel, 3297 
cubic feet, medium 2879. 

But as the water was gathering in the pool, and as the 
river was extremely dirty, it is likely that the principal error 
may be in first experiments ; and therefore, instead of 
takmg the medium quantity, we shall call it 3000 cubic 
feet. 

Sixteen saws at work in two frames, namely, two slabbing 
and fourteen deal saws ; the water-wheel made twelve turns 
per minute. Thirty-four saws being put on, the wheel made 
only eight turns per minute. 

CALCULATIONS. 

The diameter of water-wheel being 16 feet, its circum- 
ference is 3-1416 X 16 = 60-2656 ; this multiplied by twelve 
rerolutions = 603*18 feet per minute, or 10*05 feet per 
second. 

The head of water being 2 feet 9 inches, the velocity due 
from this is 13*3 ; thus the velocity of the head of water is 
to that of the wheel as 13*3 to 10-05, or as 5 to 3*778 ; 
hence the effect produced will be nearly equal to twelve 
horses. 

The reader will notice that the saws in the present 
instance are driven, not from the axle of the water-wheel, 
but from a second motion. The wheel is of larger diameter, 
and makes a less niunber of revolutions ; for the requisite 
speed could not have been obtained from so low a head of 
water, and it is therefore gained by driving the pinion upon 
the second shaft, which works the saws, by the toothed wheel 
of greater size upon the water-wheel axle. The speed given 
to this wheel is somewhat greater than Mr. Smeaton advises, 
but this is done to render it more readily applicable to the 
saws, and the fall from the wheel clears it oi back water. 

The public are much indebted to Mr. George Eennie for 
the very liberal manner in which he has given them these 
and other results of his father's experience, which will be 
found in the " Quarterly Papers on Engineering." 

It is curious to remark, that the boards of the undershot 
wheel still bear the name of floats^ although they are no 

longer turned by the current of the river. While the 
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cavities or receptacles for the water on tbe face of the 
overshot wheel are called buckets, although they bear no 
resemblance to ft bucket, otherwise than bj holding water. In 
these names we trace their origin from the ancient irrigating' 
wheel, turned by floats in the stream, and lifting the water 
in vooden buckets or earthen pitchers fiistenea upon the 
rim of the wheel. 

A very simple and neat method of employing the im- 
pulsire force of water, when a small stream descends 
bom a great height, is shown by a working model in 
the Museum of Practical Gbology. A jet of water issuing 
from a pipe is made to strike the vanes of a small whe^ 
indosed m case, and causes it to revolve rapidly. The 
wheel may be stopped, or its motion reversed, by tumuig b 
etop-cock or cylinder. The whole machine may be made of 
brass, or other metal, in a very compact form ; and in a hilly 
ooimtry might be usefully employed at a f^rm in tumins 
Sgricultural machines, to save maiiiial labour. Its BmaU 
size and cost make it well suited for such purposes (See 
woodcut). The model at the Museum in Jermyn-street is 
adapted to machinery for winding up ore from a mine. 
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OVEBSHOT WHEELSi QBAVITY OF WATEB EMPLOYED INSTEAD 

OF IMPULSE. 

It was not difficult to imagine that if a small stream of 
water descending from a hill side were directed into the 
mouths of the earthen yessels or wooden buckets of the 
wheels used for irri^tion, the vessels so loaded would de- 
scend and the wheels revolve, so that rotary motion and 
mechanical power would be ^ined ; the buckets emptying 
themselves at the lowest point, as they had before been 
emptied at the highest ; the wheel turning in the opposite 
direction, because the weight, or gravity of the water was 
now the moving power of this ovebshot wheel. 

In the undershot wheel the impulse of the water striking 
the floats drives the wheel; in the overshot wheel the 
weight of the water flowing inte the buckets turns the 
wheel, and aU impulse must be avoided ; the water must 
flow with the same velocity as the wheel, or just so much in 
excess as will prevent the buckete from stnking the water 
as they present themselves to be filled. Eimerience soon 
showed that the earthen jar or the suspended bucket were 
cumbrous and inconvenient, and as larger and more powerful 
wheels were applied te more copious streams, a series of simple 
wooden troughs formed across the face of the wheel were 
found to answer the purpose better. When the supply of 
water was ample and the wheel large, it was found that te 
fill these troughs well and regularly the stream should be 
made nearly as broad as the wheel, and shallow in proportion 
to ite width. The wheel was then formed by placing two 
sets of ormSf at a sufficient distance apart, upon the aale, 
and fixing te their ends BegmenU of wooa to form the circle ; 
upon these segments across the face of the wheel, and equal 
to, or somewhat exceeding in length the width of the 
stream or sheet of water, were naited the sole-hoards; on 
the end of these boards, and at right angles to them, so 
as te form a projecting rim or ledge on each side of the 
wheel's fjAoe, was fixed the shrouding^ formed of stent plank 
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generally from 12 to 18 inches broad ; and between these 
shroudings, across the face of the wheel, were placed the 
buckets, made of lighter planking, and having their ends let 
into the shrouding, by wliich the ends were closed. The 
edge of the bucket-board meeting the sole-plank formed 
two sides of a triangular trough, the third being open to 
receive and discharge the water. Subsequently the bucket 
was made in two boards, one called the front, and the other 
the bottom of the bueket, the latter taking off the angle and 
making the section of the bucket, or form of the trough, 
thftt of a trapezium, which form it long retained, until the 
bicickets^of^water wheels were made of iron plate. 

Since watejvwbeels have been made wholly of iron, and 
chiefly of wrought iron, the form of the bucket has been 
either a part of a eirole, a cycloid, an epicycloid, ox an 
Arebimedaan spiral, and of these last-named forms especially 
in breast-wheels, which will hereafter be noticed. Great 
pain* are now taken by the best makers of water-wheeU 
to form and adapt the curve of the buckets so th«fc they m^ay 
readily fiU with water, retain their load as long as possible, 
and difioharge it with facility when it had ceased to be 
ufteful, 

Mr* Smeaton's paper on undershot wheels, before quoted, 
was followed by another on overshot wheels, read before tiie 
Boyal Society, May 24, 1759. These papers were long 
eonsidered as the te%t from which millwrights should dedui^ 
their rules of practice, and even now they well descgrve the 
carrful study of those who engage in the construction of 
such inachines, together with the Uter experuaento of B^onie^ 
Morin, and Poncd^. 

Mr. Smeaton bad the merit of proving and demanstxating 
the advantage and the difference of effect resulting &om 
employing the weight instead of the impulse of a volume of 
water descending from a given height. 

*^ In reasoning without experiment, ope might be led to 
imagine that, however diff^ent the mode of application ia, 
yet that wherever the same quantity of water descend* 
through the same perpendicular space the natural effective 
power would be equal ; suppoeing the machineiy free from 
motion, equally calculated to receive the fiJl effect of 
the power, and to inake the most of it : for if we suppose 
tiie height of a colunin of water to be 30 inches and resting 
uj^n a base or aperture of one inch square, every cubic incn 
pt waiter that deptrta tbei?e&om im acquire the wme 
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yelocit^ or mtmei/itumf from the uniforai pressui^e of 90 iidiea 
abovd it, that one cubic inch let fall from the top will ac- 
quire in fistlling down to the leyel of the aperture; one 
would therefore suppose that a cubic inch of water let fall 
through a space of 30 inches, and then impinging upon 
another body, would be capable of producing an equ^ effect 
by collision, as if the same cubic inch had descended through 
the same space with a slower motion, and produced its 
effects gradually : for in both cases gravity acts upon an 
equal quantity of matter, through an equal space ; and cozx- 
sequently, that whatever was the ratio, between power and 
effect in undershot-wheels, the same would obtam in over*' 
shot^ and indeed in all others ; yet, however condusive this 
reasoning may Beem, it appears, upon trial, that the^eet of 
the gravity of descending bodies is very diSereak from the 
effect of the stroke of such as are non-ekutiey though gene<- 
rated by an equal mechanical power." 

Gbavity, it is true, acts for a long^ space of time upon 
tixe body that desc^ads slowly, than upon one that falls 
quickly : but this cannot occasion the difference in the effect ; 
n)r an ekatic body falling through the same space in the 
same time wiQ, by collision upon another elastic body, 
rebound nearly to the height m)m which it fell: or, by 
cc»nmunicating its motion, cause an equal one to ascend to 
the same height. 

The observations and deductions which Mr. Smeaton 
made £rom his experiments were as follows — 

Mr^. — As concerning the ratio between the power and 
effect of Overshot'wheels. 

'* The effective power of water must be reckoned upon 
the whole descent ; because it must be raised to that height, 
in order to be in a condition of producing the same effect a 
second time. 

The ratio between the powers so estimated, and the effect 
i|t the maximum as deduced from, the several sets of experi- 
ments, is shown to range from 10 to 7*6 to that of 10 to 5*2 ; 
that is, nearly from 4 to 8 and from 4 to 2. In these 
Qiperiments, where the heads of water and quantities ex- 
pended are least, the proportion is nearly as 4i to 3 ; but 
where the heads and quantities are greatest, it approaches 
nearer to that of 4 to 2, and by a medium of the whole the 
ratio is that (^ 3 to 2 nearly. We have seen before, in our 
observations upon the effects of undershot-wheels, that the 
general ratio of the power to the effect when greatest was 
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3 to 1 ; the effect, therefore, of overshot wheels, under the 
same circumstances of quantity and fall, is, at a medium, 
double to that of the undershot. 

Second, — ^As to the proper height of the wheel in pro- 
portion to the whole descent : — 

It has been observed, that the effect of the same quantify of 
water descending through the same space is double, wnen 
acting by its gravity upon an overshot-wheel, to what the 
same produces when acting by its impulse upon an undeiv 
shot. Therefore the whole height at the fall should be made 
available, because, when the water is laid upon the top of the 
wheel, it is upon the gravity, and not the impulse, tnat the 
effect depends. A sufficient fall, however, must be given to 
lav on the water with a velocity somewhat greater than that 
01 the circumference of the wheel, otherwise the wheel will 
not only be retarded by the buckets striking the water, but 
a part of it will be dashed over and lost, while the buckets 
will not be so well filled ; but no greater velocitv should be 
given than is sufficient to accomplish these objects, as it 
would be power wasted. 

Thvrd. — ^As to the best velocity of the wheers circum* 
ference in order to produce the greatest effect : — 

If a heavy body fall fisdrly firom the surfSEu^ of the head to 
the bottom of the descent, it will take a certain time in 
falling, but during the fall no mechanical effect is produced ; 
for in this case the whole action of gravity is spent in 
giving the body a certain velocity; but if this body in 
failing be made to act upon somethmg else, so as to produce 
a mechanical effect, the falling body wiU be retarded, be- 
cause a part of the action of gravity is then spent in 
producing the effect, and the remainder only in giving 
motion to the falling body ; and therefore the slower a body 
descends, the greater will be the action of gravity applicable 
to produce a mechanical effect. 

If an overshot-wheel had no Mction, or other resistance, 
the greatest velocity it could attain would be half a revo- 
lution in the same time that a heavy body laid upon the 
top of it would take to fall through its diameter, but no 
mechanical effect could be derived from the wheel. 

It is an advantage in practice that the velocity of the 
wheel should not be diminished farther than what will pro- 
cure some adequate benefit in point of power, because, 
as the motion becomes slower, the buckets must be made 
larger, and the wheel being loaded with water, the stress 
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QpoB every part of tlie work will be increaBed ia proportitm. 
Mr. Smeaton'B experiments showed that the best effect was 
obtaiiied when the velocity of the wbeet'e drcumference was 
a little more than threo feet, or a second ; and hence, it 




became a general rule to make the speed of the overshot 
water whe^ at their circumference 8i feet per second, or 
210 feet per minute. 
Szperience showed this velocity to be applicable to the 



80 cnnsESHOT wheels. 

highest water-wheels aa well as the lowest, and if all other 
pi^s of the work be properly adapted thereto, it will pro- 
duce very nearly the greatest effect possible ; but it has also 
been practically shown, that the velocity of high wheels may 
be increased beyond this rate without appreciable loss, as 
the height of the fall and the diameter of the wheel increase, 
and that a wheel of 24 feet high may move at the rate of 
6 feet per second without any considerable loss of power. 

The author has constructed several overshot water-wheels 
of iron 30 feet diameter and upwards ; and for these he has 
adopted a speed of 6 feet per second with great advantage. 

The circumference of a 30 feet wheel is 92.24 feet, and if 
it move at the rate of 3^ feet per second, or 210 per minute, 
it makes only 2*275 revolutions, but if it go at the rate of 
6 feet, it makes very nearly four revolutions per minute. 
The greater speed is advantageous, also, because it requires 
less gear-work to briag it up to the required rate for driving 
machiaery; and because the load upon the water-wheel 
and its axle are reduced nearly in the inverse ratio of the 
speeds. 

After making the requisite allowances, it will be found 
that a fall of 7 inches will bring the water upon the wheel 
with a speed of 3^ feet full, and that a fall of 18|- inches 
will give a velocity to the stream of ftdl 6 feet per second; 
and, consequently, that the increase of speed and the reduc- 
tion of load upon the wheel, as before stated, are gained at 
the expense of one foot of fall, making a difference of effect 
between a wheel of 31 feet diameter, at the slower speed, 
and a wheel of 30 feet diameter at the greater, in the ratio 
of 44-6 to 43 '0 ; but the steadiness and regularity of motion 
derived from the momentum of the quicker wheel render 
this difference practically inappreciable as compared with 
the gain. By the foregoing comparison it will be seen how 
far the rule laid down by M. Smeaton may in practice be 
departed from as the diameter of the wheel increases. 

The diameter, however, has its limits, and a water-wheel 
of great height is costly, cumbrous, and slow. A wheel was 
erected in South Wales by Messrs. Crawshay, at the 
Cyfarthfa Iron Works, near Merthyr Tydvil, 50 feet in 
diameter and 6 feet wide : it had 156 buckets, and 
made 2^ revolutions per minute. This wheel, erected in 
the year 1800, was used to blow the furnaces. It was 
for some time the largest and most powerful water-wheel in 
use ; but it has since oeen considerably surpassed. Mr. John 
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Taylor applied & &1I of wsUar in the mining districty near 
Tfiidatoek, 526 feet in height^ to giye motion^ to seTenteen 
water-wheda -y eight of them employed ijn pumping watee 
ficotn & depth of nearly 200 fiitboms.^ The diameter of the 
largest of these wheels being 51 feet, with a width of 10 feet 
in the dear across the face ; the amiaJleat of the eight wheels 
being 32 &et in diameteir, and the othersi of intermediate 
size* Eotcr other wheels give motion to machinery for 
drawing np the oares to the siarfiEice \ and the remaining five? 
are employed to driye mills for crashing aud stamping 
the ores. 

The performanoe of the largest wheel was as folbwa; 
diameter, 51 feet ; breadth^ within the shrouding, 10 feet ,' 
the water poured into its buckets was at the rate of 5632 
galkms per minute^ which, at 101b. per gallon, would 
be 56,3201b. weight descending 51 feet ^ 2,S72,3201b. 
descending 1 foot*. That is the powar expended ; whiehv 
being diyided by 33,000 for a horse's power, according to 
Mr. Watt, giTes B7'0 horse^power expended. 

The wheel, when so supplied, made 5 rerolutions per 
minute, and worked 6 pumps of the diameters and depths 
annexed. The length of stroke on all the pumps was 6 feet, 
and the effectiye stroke or motion in the pumps to raise 
water was at the rate of 30 feet per minuta 

Lifts. Fathoms Feet. Diameter. Weight, lb. 

1 4% ... 1| 13^ in. 16,136 

3 112 ... ^ 13 „ 88,922 

1 25 ... 3 14 „ 10,225 

1 & ... 5^ 9 „ 1,132 

66,415 

The weight of the eolu!mn6> of water in all the six pumps 
amounting to 66,415 lb., being raised 30 feet per minute, 
is equal to 1,992,460 lb. per minute raised 1 foot ; that is 
the power actually exerted in raising the water, which, being 
divided by 33,000, gives 60^36 horse^power realised. 

The useful effect, or work doq:ie, being at the rate of 69'4' 
per cent, of the power expended, the remaining 30*6 per 
cent, being lost, partly by friction of the pump-work and 
refiistanee to the motion of the water through the pump, 
and by other retarding causes ; this,, however, is good du^ 
for such a wheel so applied. 

A wheel larger in diameter, but not so powerful, has been 
made by Messrs. Donfcin <fe Co., of London, nam^y 76ifeet 
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The width of &ce is 2 feet, the number of buckets 160, and 
the power stated to be 30 horses. It is all of iron, and 

Erincipally of wrought iron* It was sent to ItaLy, where it 
as been erected and set to work, but the usefiu effect has 
not been ascertained. 

Attempts have been made to employ a high fall of water 
by placing one wheel above another; this was tried many 
years ago at Aberdare, in South Wales, where two wheels^ 
each 40 feet in diameter, were so placed, like the figure of 8, 
ftnd were connected by teeth on their respective rims — the 
lower wheel receiving the water after it left the mper one^ 
and revolving in the opposite or reverse way. The result 
was not satisfactory; but in another case, a drawing of 
which lies before the writer, wherein Messrs. Charles Wood 
and Brothers, of Macclesfield, had two overshot water* 
wheels each of 26 feet in diameter, and 6 feet wide, placed 
over each other, they succeeded by a somewhat different 
arrangement of the toothed-wheel works. The two wheels 
were not connected immediately with each other, but by 
means of pinions, which worked into teeth upon the rims of 
the two water-wheels, causing them both to revolve in the 
same direction, so that the water, on leaving the buckets of 
the upper wheel, was more easily and readily received by the 
buckets of the lower wheel. 

In either of these cases^ however, the employment of the 
turbine, or the pressttre engine, which will be described here- 
after, would have been much less costly and more effective. 
The like may be said of all the contrivances to substitute 
endless chains with buckets applied to high falls instead of 
water-wheels. When the waterfall is too high for a wheel 
to be used conveniently, the turbine or the pressure engine 
should be resorted to, according to the kind of work required 
to be done by the machinery. 

Where the quantity of water is large and variable, and 
the fall such as may be termed an intermediate height, but 
varying also with the supply, it is found advantageous not 
to lay the water upon the top of the wheel, so that it may 
work overshot, but to make the diameter of the wheel 
greater than the mean height of the fall, and to lay the 
water, as it were, " on the shoulder " of the wheel, or at 
45 degrees from the peifpendicular, that is, half-way between 
the horizontal line and the perpendicular, or, as millwrightB 
say, "at nine o'clock.*' very little mechanical effect is 
produced in the upper eighth of the circle a9 compared with 
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tiie next quaiter, on wbich the descent of the water is nearly 
perpendiculari and when the wheel is fitted with toothed 
segments at or near its circiunferenoe, acting on a pinion 
placed on a level with the axle, the weight of the water is 
Drought to bear at once upon the pinion teeth, the stress is 
taken off the arms of the wheel, and the axle becomes, as it 
were, merely a pivot on which the wheel turns. By this 
arrangement, the late Messrs. Hughes and Wren, of Man- 
chester, were enabled to make the arms of their wheels of 
simple tension rods of bar-iron, by which the rim of the 
wheel was tied and braced to the centre, a plan which, with 
some modifications and improvements, is still in use, and 
sometimes the segments have interior teeth, which renders 
the wheel-work more compact* 

In the best constructed wheels, the water is laid on in a 
thin sheet of no greater depth than will give it a somewhat 
greater velocity than that oi the wheel, the difference being 
just sufficient to pour into the succeeding buckets the proper 
supply of water. The buckets should be so capacious that 
they need not be fuU when the wheel carries its maximum 
load, in order that no water may be wasted, and that they 
may retain the water in them to the last moment that its 
weight on the wheel is effective, and yet empty themselves 
as soon as it ceases to be so. It is also expedient in prac- 
tice to make the sheet of water not so broad as the wheels : 
if tiie wheel be broad on the face, the stream may be 2 inches 
at each end short of the length of the buckets: the air 
escaping at the ends then blows out no water with it ; and 
all uiese precautions, tiiough small in themselves, tend to 
produce smoothness, regularity, and increased effect in the 
working of the machineiy. 

There is, however, one mode of using water-power — acting 
by its gravity — ^in buckets upon a chain, much used in South 
Wales, which is found veiy useful for raising ore from the 
pits. An endless chain is passed over a wheel of 16 feet in 
diameter placed between two pits. The chain passing down 
each pit, and through an opemng at the bottom between the 
two : two large buckets, or rather shallow tubs, of wrought 
iron, are fixed upon the chain, so that the suspension is by 
the centre of the tubs, and they are so placed that when one 
tub is at the top of its pit, the other is at the bottom of its 
pit. Each tub or bucket is covered by a strong platform, 
which fills and closes the pit's mouth when hoistea up, and 
carries the small wagon or tram containing the ore upon 
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it ; and each is also fitted with a Talye at bottom to discharge 
the water. A branched pipe, communicating with an eleyated 
reservoir, is laid to the pits' mouths, and fitted with stop- 
cocks or ralves. (The tub at the pit's mouth being filled 
with water, over-balances the empty tub at bottom, and 
raises it, with its tram load of ore to the top. When the 
full bucket has descended the pit, the valve is opened and 
the water discharged ; the other being filled la like manner, 
descends, and thus alternately each raises the other with its 
load of ore. The water finds its way out of the mine by a 
drift or adit into the valley; the long loop or bight of 
slack chain below the bucket and hanging to the centre of 
each, equalises the weight of chain at all times ; and a brake 
applied to the large wheel regulates the speed of the de- 
scending bucket. In some places, the two buckets work in 
one pit of an oblong form; the diameter of the wheel is 
reduced to 7 feet; it is fitted with toothed segments, 
working into a pinion, fixed upon a second axle, on which, 
the brake-wheel is placed, in order to gain the requisite 
power to control the descending weight. Drawings of both 
these plans lie before the writer, but the principle and con- 
struction are so simple that description will probably sufSce. 
It may be proper to mention that the buckets generally 
work in guides, that the discharging valves are opened by 
striking upon a point or projectmg spike at the bottotn of 
the pit, and that upon the platforms which cover the buckets 
there is a portion of the rail or tramway laid to match with 
the lines of way at the top and bottom of the pit, so that 
the tram or Carriage ma^ run fix>m the platfonA to it» 
destination. 
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BBEAST WHEELS, M. PONGELET'S WHEEL. LABQE STREAMS 

AND LOW FALLS. 

At the time when Mr. Smeaton wrote the papers on 
undershot and overshot water-wheels, before referred to, the 
BBEAST- WHEEL was but little known, and imperfectly under- 
stood ; for it seems then to have been a kind of compromise 
between the two, in which it was attempted to combine the 
action of impulse and gravity. It had become evident that 
the impulse of a column of water did not produce the same 
effect as its weight ; and the experiments of Mr. Smeaton 
showed what the difference was. HitTing investigated the 
other two modes of applpng water power, he contents him- 
self with saying, " We might naturally proceed to examine 
the effect where the impiuse and weight are combined, as in 
the several kinds of breast-wheels, &c. ; but the application 
of the same principles on these mixed cases will be easy, and 
reduce what I have to say on this head into a narrow com- 
pass; for all kinds of wheels where the water cannot 
descend through a given space, unless the wheel moves 
therewith, are to be considered of the nature of an overshot 
wheel, according to the perpendicular height that the water 
descends from ; and aU those that receive the impulse or 
shock of the water, whether in a horizontal, perpendicular, 
or oblique direction, are to be considered as undershots; 
and, therefore, a wheel, which the water strikes, at a certain 
point below the surface of the head, and, after that, descends 
in the arch of a circle, pressing, b;^ its gravity, upon the 
wheel ; the effect of such a wheel will be equal to the effect 
of an undershot, whose head is equal to the difference of 
level between the sur&ce of the water in the reservoir and 
the point where it strikes the wheel, added to that of an 
overshot, whose height is equal to the difference of level 
between the point where it strikes the wheel and the level 
of the tail water." 

It is here supposed that the wheel receives the shock of 
the water at right angles to its radii, and that the velocity 
of its drcumierence is properly adapted to receive the 
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utmost advantage of both these powers ; otherwise a 
reduction must be made on that account. 

Here Mr. Smeaton leayes the subject ; his remarks having 
suggested considerable improvements on the common prac- 
tice of his day, and dispelled many popular errors. The 
principles he developed, ^d the rules he deduced from 
them, were productive of great practical benefit; and his 
papers may still be studied with much advantage. 

The late Mr. Eennie may be said to have continued these 
researches; and, in 1784, he erected a large breast-wheel^ 
worked by the weight of the water alone. To this wheel he 
first apphed the slvivng hatch, over which the water flowed 
upon the wheel, instead of issuing under the hatch or sluice, 
as formerly ; and by this means the whole height of the Mi 
is realised. 

In this case, the sluice or hatch is to be drawn up, in 
order to stop the flow of water, which runs over it ; whereas, 
before this time, it was let down to shut off the water 
running out below. 

The water ran over the top of the sliding hatch, as over a 
dam, in a thin sheet, and was laid upon the breast of the 
wheel, or below the level of the axle, where it acted, by its 
gravity, upon the float boards ; being held«up to the breast 
Dy masonry cut to a circular arc, drawn from the centre, 
fitting the wheels' circumference, and confining the water on 
all sides, so that none of it could escape without doing its 
part in the work ; for the float-boards filled the channel, and 
there were sole-boards upon the rim of the wheel. Here 
let it be observed, that these sole-boards, which form an 
obtuse angle with the floats, are notched upon the oak 
starts to which the float-boards are fixed ; but they do not 
completely close the wheel rim; a long narrow slit or 
opening is left across the &ce of the water-wheel, between 
tne starts, permitting the air to escape, and the water freely 
to enter, as each bucket or float presents itself to receive its 
load ; and should the river be flooded, and rise against the 
whed, so that it "runs in backwater," the ready admission 
of air from above prevents a partial vacuum from being 
formed between the floats, which would tend to retard the 
escape of the water, and thus reduce the useful effects. 
Although in this wheel, which is without " shrouding " or 
sides, there is but little cavity or depth to cause such reten- 
tion, yet in large wheels, with well-buckets and deep 
shrouding, the loss of power would be important. It has 
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always been the author's practice, even in oreivshot wheels, 
to make provision for TentiJating the buckets, and prevent; 
^ the suction," as workmen say, firom the tail water. As, 
however, there is sometimes a Httle wat^ lost hj this- 
means, and the orifice so left is more effectual when mader 
larger, especially when buckets of much C2q)acity are vmed, 
imSoad of floats, as they now j&equeatly are, in breast- 
wheels, an ingenious method of ventilatiag the buckets has 
been proposed by Mr, Fairbaim, which is well worth the 
little extra cost it may occasion in the first outlay of capital 
required for the erection of a large wheel. 



Fig, 80. 



Fig. 31. 





Proportions of Bucketa. 



Ventilating Bmckets. 



In order to lay the water upon these wheels with the 
velocity required, and, at the same time^ to keep the stream 
in a thin sheet, Mr. Eemiie next adopted a double hatch, or 
sluice — adding, as it were, another hatch, fixed above the 
first; so that, by an adjustment of the two, a narrow 
opening might be left between them, capable of nice regu- 
lation to every variation of power required for the quantity- 
of work to be done in the mill. The upper hatch dipped 
just so mnch below the water's surface as to give the 
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BeecUiil head above the orifice to produce a jet flowing with 
the desired speed ; and the uader hatch oeing raised ox 
lowered bj racks and pinions, the thickness of the stream 
delirered upon the wheel, was diminished or increased at 
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pleasure, while it continued to drive the mill at an uniform 
rate, by varyiog the load or quantity of water. 

The next improvement was the appUcation of the governor, 
or regulator, to adjust the supply of water to the wheel, 
without the attention of the miller ; so that the slightest 
variation in the demand for power in the mill or &ctory 
might be met hj a correspondmg expenditure on the prime 
mover. 

The double revolving pendulum, adopted, as a regulator 
for the steam-engine, by Mr. Watt, is generally used ; and 
as the governor-balls fly out or collapse, the one or other of 
a pair of bevilled wheels is engaged and disengaged, so as to 
turn the pioion swindle, or endless screw, in opposite direo* 
tions, and so movmg the racks to raise or lower the sluice* 
Some of the French mechanicians use a strong circular 
bellows, weighted on the upper boards and having a small 
opening for the escape of the air, so adjusted that when the 
wheel is working at the proper speed the upper board of the 
bellows is maintained at a certain level, but when the wheel 
goes a little too fast, the air accumulates in the bellows and 
raises the upper board, when a projecting iron finger fixed 
upon it "strikes into gear" one of the beviUed wheels, and 
disengages the other. The machinery so put in motion 
diminishes the supply of water, and the speed of the whole 
is reduced. On the contrary, when the water-wheel goes 
too slow, and the bellows are not faHj inflated, the upper 
board sinks, and the iron finger reversing the motion of the 
pinion spindle opens the sluice, and increases the supply of 
water ; but powerful bellows may act directly on the sluice 
itself. Sometimes when applied to overshot wheels, the 
governor moves a sKde, with many long narrow openings in 
it, which coincide with similar openings in a metal plate in 
the bottom of the pentrough, or spout, which is closed at 
the end, so that the water must pass through these 
openings to the wheel; and, as they enlarge or contract 
with every movement of the vigilant governor, the speed of 
the wheel is kept imiform and steady. When the water is 
laid on the shoulder of the wheel, a curved slide, or a broad 
band of leather, rolled on or off a cylinder or roller, of small 
diameter, is substituted for a sluice. The leather is fastened 
at the lower end to a curved grating, adapted to the form of 
the wheel ; and, at the other end, to the roller, which 
descends as the leather rolls upon it ; and the water flows 
over the roller as it does over Mr. Bonnie's hatch. Latterly 
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the CQired aUde, or slmoe, the segment of a circle, fitting 
the periphery of the wheel, has been preferred to the 
leather band and roller, as being more durable; and the 
alnice is now better fitted, since improved tools hare been 
introduced in the manufecture of machinery. 

There are several other modes of applying governors ; but 
these will, perhaps, be considered sumcient. 

Breast-wiieels are often made wide across the face, and of 
considerable power. One of the widest was erected many 
years ago, by Messrs. Strutt, at their Belper cotton-mills* 
It was 40 feet wide, but only 12 feet 6 mches diameter ; 
the shaft was made hollow, like a cask, and so large as to 
form the body of the wheel, the float-boards being fixed 
immediately upon it. This hollow axis was 48 feet long, 
composed of thirty-two staves, 6 inches thick, bound 
together by iron hoops ; the diameter in the middle waa 
7 feet 2 inches, tapering to 5 feet at one end, and 6 feet 
at the other, upon which a toothed wheel, 14 feet in 
diameter, was placed. The ends of this barrel were made 
solid for 8 feet at the small end, and 4 feet at the larger, to 
receive the gudgeons or pivots on which it turned. The 
float-boards, twenty-four in number, did not come in imme* 
diate contact with the barrel, but a space of 2 inches was 
left for the air to escape. The length of the float-board 
was divided into ten parts, and these were supported by 
lings fixed upon the hollow axis, placed 4 feet apart. The 
divisions of the float-boards were not placed in line with 
each other, but every one in advance of the next, by equal 
steps, so that the water might not strike the whole length 
of 40 feet at once, but act in a rapid succession of intervals, 
and thus make the stroke imperceptible. 

A pair of very powerful wheels were erected about 
twenty-five years ago, at the Catrine Works in Ayrshire, by 
Messrs. Fairbaim and LilHe. It was originally intended 
to have four of these wheels, and provision was made for 
receiving them, should the factory be extended and require 
more power; but at present two wheels are suJQGlciently 
powernil, except in very dry seasons, to turn the whote 
work of the mills. 

These wheels are each 50 feet in diameter ; 10 feet 6 
inches wide inside the buckets ; and 15 inches deep in the 
shroud; they are fitted with internal toothed segments 
forming a circle of 48 feet 6 inches diameter ; the teeth are 
8i inches pitch, and the breadth is 15 inches. The ML of 
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water^ conveyed firom the Birer Ayr, is 48 feet, and l^e 
power of the two wheels 240 horses. 

When iron is used to make water-wheels, as is now very 
generally the practice, carred buckets and shrouding are 
preferred to deal float-boards and oak starts. 

In designing these iron wheels, care should be taken that, 
while attempting to form a bu<^et which shall carry the 
water as long as it can act ben^cially, the openinga or 
mouths of the buckets shall not be so contracted as to 
prevent the £ree admission of water into them, or its £ree 
discharge at the bottom* of the wheel. 

Mr. Fairboim from his experience states that, in the 
construction of wheels for high falls, the best proportion of 
Hke opening of the budget is proved to be nearly as 5 to 24 ; 
that IS, the contents of the bucket being 24 cubic feet, the^ 
area of the opening, or entrance for the water^ would be 
5 square feet. 

I^ breast- wheels, which receive the water at a height of 
ten to twelve degrees above the horizontal centre, the ratio 
should be nearly as8to24,ora8lto8. With these pro^ 
portions^ the depth of the shrouding is assumed to be a&)ut 
three times the width of the opening, or three times the 
distance from the lip to the back of the bucket, the opening 
being 5 inches, and the depth of the shroud 15 inches. 

These proportions are shown in Figure 30. 

Por lower falls, or those wheels which receive the water 
below the horizontal centre, a larger opening becomes 
necessary for the reception of a larger body of water, and 
its final discharge. 

In the construction of water-wheels it is requisite, in 
order to obtain the maximum effect, to have the opening of 
the bucket sufficiently large to allow an easy entrance and 
an equally free escape for the water, as its retention in the 
bucket must evidently be injurious when carried beyond the 
vertical centre, or perpendicular line below the wheel's axis. 

A new mode of applying the water to wheels worked by 
low falls has been introduced by M. Poncelet, whose works 
on hydraulics and especially on water-wheels are well knbwn ; 
his mode is fully elucidated in his *' Memoire sur les Eoues 
Hydrauliques ^ Aubes-Courbes, mues par-dessous.' * (Eeport 
on Water-wheels with Curved Buckets, worked below.) 
This distinguished engineer visited England during the 
Great Exhibition, and was appointed chairman of the jury 
on manufactunng machines and tools ; he also acted as a 
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member of the jury on machinery, and gained the esteem of 
all who had the pleasure of meeting him in that capacity, 
for which his rank as G-eneral of Engineers in the French 
service, his acknowledged talent and practical knowledge, 
combined to make him peculiarly eligible. 

M. Poncelet's method is especially well suited for falls 
under eight feet in height, and where the quantity of water 
is large, as by this mode of working the wheel from below, 
it is not subjected to a load of water, but receives it, as it 
were, under pressure. This wheel consequently can be 
made very light, although of great power, with arms of 
wrought-iron, like the paddle-wheels of a steam packet ; and 
as it can be driven at a greater rate than the breast-wheel, 
a larger quantity of water may be brought to bear upon a 
narrower wheel. It is fitted with curved buckets, deeper 
than those of the breast-wheel, and without backs or sole- 
boards, so that within the rim of the wheel they are alto- 
gether open, and as the air can offer no impediment to the 
water's entrance or exit, the buckets are more numerous 
and their mouths narrower ; one great object in this design 
being to make the action of the water continuous ; avoiding 
the shock experienced in the undershot-wheel; the water 
enters them nearly at the lowest point of the wheel, and at 
a tangent to it, issuing from beneath a curved sluice, which 
is opened by being drawn upwards by racks and pinions. 
This sluice is nearly in contact with the wheel, so that the 
thin broad stream of water acts directly upon the buckets 
with all the pressure due to its head ; and as they present 
themselves in rapid succession, this pressure is almost 
constant. 

The sluice is placed in an inclined position, leaning as it 
were against the water, and is held down by radius bars 
extending from the back of it to the masoniy below ; these 
bars, being jointed at both ends, serve not only to retain the 
sluice in its proper place, but to ^de it as it opens or shuts 
down upon the sill. The sluice is made of cast-iron, bolted 
together with flanched joints, planed to fit close, and form 
one l^ge plate of equal breadth with the wheel, and at the 
sides it is kept tight by coming close to the stonework, or 
to cast-iron sides, against which a strong leather packing, 
secured to the sides of the sluice, is pressed by the force of 
the water. 

The woodcut here given is taken from a dravdng exhibited 
at the Institution of Civil Engineers, and represents a water- 
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wheel on M. Foncelet's system, erected hj M. De Bergue, 
who stated that this wheel, 16 feet 8 inches in diameter, 
and 80 feet wide ; driyen by a fall of water 6 feet 6 inches 
high, yielding 120,000 cubic feet per minute ; was about 180 
horse-power when the circiunfereDce moved at the rate oi 
11 to 12 feet per second : that a breast-wheel, worked by 
the gravity of tne water in the usual way, and travelling at 
the ordina^ rate, must have been 90 feet wide to promice 
the same effect ; and that the speed of the wheel was about 
fifby*five per cent, of that of the water. 

Kefemngto M. Poncelet's " Memoires," before mentioned, 
in the second part, '* Sur des Experiences en Grand," after 
having given tne most elaborate detaiLs of his experiments, 
and tabulated them with all the metl^od in which the Erench 
engineers excel, he says, imder the head of Calcul de la 
Vitesse et dela Force de la JRoue. — " With the various data 
which preceded, we shall be in a position completely to 
determine in a manner suficiently exact for practice, all the 
dimensions of the wheel ; to calculate its most advantageous 
velocity, the power it will transmit to the machinery when 
working at the maximum of effect, and the effect it is capable 
of exerting tangentially to its circumference. 

^ With respect to most advantageous speed of the wheel, 
it may be admitted, in accordance with the results of the 
experiments, that it remains compressed between 60 and 
60 per cent of the velocity due theoretically to the water level 
above the centre of the or^iee, the last number having relation 
to low fidls and large openings, the other to hi^h falls and 
small openings of the sluice ; so that for the medium falls of 
1*8 metres (about 4 feet 8 inches) above the sill of the 
aperture, with medium openings of 20 centimetres (7*87, 
say 8 inches,) the ratio of the speed will be nearly 66 per 
cent. As to the quantity of action transmitted integrally to 
the wheel, when it travels at this speed, it may also be 
admitted that the mean will be 60 per cent of that which 
is due to the total fall, but that it will be somewhat less for 
the higher falls and smaller openings of sluices, and some- 
what more for lower falls and larger openings.** 

This corresponds with Mr.Eennie's experiments, noticed in 
a former part of this book. The reader who wishes further 
to investigate this subject, would do well to obtain General 
* Foncelet's work, the new edition, containing the ''Second 
I M6moire " on experiments made on the large scale, which 
\ it is hoped may mid a translator into the E^lish language, 
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together witli the reBearchea of MM. Poncelet and Lesbros 
on the Flow of Water. Enough perhaps has been quoted 
in this little book to direct attention to those important 
works, which do honour to their authors and to the^goveni- 
ment which enabled them to make their experiments. 

In a discussion which took place at the Institution of 
Ciyil Engineers, when M. De Bergue produced the drawing 
here engraved, the only point noticed as requiring im- 
provement was the masonry below the wheel ; it was thought 
that the platform of the race should stop somewhat short 
of the vertical line, so that the rising Duckets might be 
eihptied as soon as they passed it, and thus avoid the 
possibility of retardation m>m their retaining any water 
after it had ceased to be usefuL 
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THE WATEK PRESSURE-ENGINE ANI> THE WATER-RAM. 

MxvjSGt considered the means of obtaining mechanical 
power with a rotary motion, it is now proposed to describe 
another mode of employing the power of water in a manner 
essentially different, but not less useM and important, 
which has been too much neglected in this countiy. The 
advantages to be derived &om the use of the watbb 
pxEssusE-BKaiNE, lu hilly districts, where high heads and 
an abundant supply of water are found, especiaUy when 
mines exist in the same locality, and reqiiire to be drained 
in order to work out the ore, or when power is wanted to 
raise the ore from the mines, seem so obvious, that it is 
stnuQge to think such ready and effectual help to the miner 
should be passed by ; for the reciprocating motion of the 
pressure-engines may not only be appUed directly to the 
pumps, but may also, by using cranks and fly-wheels like 
those of the steam-engine, be made to turn the winding 
machinery and the crushing miUs, or any other revolving 
meehanism. Thus, by the pressure-engine and the turbine, 
the power of waterfalls of any h^ht, however greats may 
at once be made available. 

G^ie first invention of the water .pressure-engine, like 
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many other mecbanical contriyances, appears to belong: to 
Germany, and probably had its ori^/L Hungary, wiere 
so many ingenious machines, actuated by water, have long 
been used. 

In the pressure-engine the power is obtained from a 
descending column of water actmg by its weight or hydro- 
static pressure upon the piston of a cylinder, in the same 
wa^ that steam is employed; but as steam is an elastic 
fluid, and water (practically speaking) is not, care must be 
taken to preyent any sudaen check to the motion of the 
water, which might break or damage the engine, and pro- 
yision must be made to relieye the mechanism from any 
accidental shock so produced. In other respects, the action 
and the application of the. water nearly resemble that of 
high-pressure steam. 

The Germans appear to haye made successiye improye- 
ments upon their original engines, and to haye extended, 
from time to time, their usefulness and employment, of 
which two important examples may be giyen. 

The one is at Blsang, in Bayaria, at the salt-works, which 
are situated on the southern part of the kingdom. These 
works are supplied from a mine of rock-salt in the yalley of 
Bergtesgaden, and from the salt-springs in Eeichenhall, 
where the salt was formerly punfled by solution and 
eyaporation ; but as this operation could not be carried on 
with adyantage, on account of the scarcity of fuel, the 
saturated brine is now conyeyed by a line of pipes seyen 
inches in diameter, through wnich it is forced from stage to 
stage for a distance of about sixty miles by a series of nine 
pressure-engines, acted upon by falls of water fr^m the hills 
and each of them working a pump. 

A description of these engines will be found in the Fro- 
ceedings of the Institution of Ciyil Engineers, and an 
excellent drawing, by Mr. W. L. Baker, of one of the best 
engines of the series, constructed by M. de Eeichenbach, is 
in the collection of the Institution. This engine has a 
cylinder of twenty-six inches in diameter, with a stroke of 
four feet, making, in regular work, flye strokes per minute ; 
it is made entirely of brass, and is an exceedingly good 
machine both in design and workmanship. ' Very few 
working parts are yisible, and it acts almost without noise, 
the sliiung yalyes, or rather sliding pistons, which regulate 
the Ciigine's action, being also moyed by water pressure. 

The other example, at Freyberg, in Saxony, is an engine. 
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caniBtnictei, in the year 1824, by MM. Brendal, for draming 
the Alte Mordgrube mine. It hits two single-acting ejlinders 
attached to opposite ends of a working beam, by means of 
arched heads and chains ; the cylinders are open at top, and 
hare rtrong puton-rods of tii^ber. The pm«ure oY the 
water acts alternately under the piston of either cylinder^ 
and forces it upwards, whilst the piston of the cylinder at 
the other end of the bearer is depressed by the weight of the 
pump-rods. A bell crank, attached to each piston-rod giyes 
motion to the pimip-rods, each working twenty-two pumps, 

S laced one aboye the other, lying at an angle of forty-nve 
egrees, and dividing the lift of each set of pumps into 
twenty-two heights or stages of about BO feet. The engine 
is placed 360 feet under ground. The cyliaders are of cast* 
iron, 18 inches in diameter, with a stroke of 9 feet, and the 
useful effect was computed by M. Ton Gerstner to be 70 
per cent, of the power expended. A section of one of 
these cylinders has been sent to the author by a friend at 
Wiesbaden, and a very complete drawing of this engine 
by Mr. Baker will be found at the Institution of Civil 
Engineers. 

The first water-pressure engine used in England was 
erected by Mr. William Westgarth, at a lead mine belongiog 
to Sir Walter Bkcket, in the county of Northumberland in 
the year 1765. 

The cylinder of this engine was equal in length to the 
whole height of the fall of water ; it was open at the top» 
and the water rani into the open top of tl^e cylinder by a 
trough ; the piston worked in a borea chamber, at the lower 
end of the cylinder, of 10 iaches in diameter, and was 
attached by a chain to the arched head of an engine-beam 
placed above, the opposite end of the beam suspending a 
wooden rod, which passed down the pit to work the pump. 

The column of water always pressed upon the top of the 
pist(Hi, but by admitting water below the piston, the pressure 
was neutralised, and the piston was raised by the weight of 
the descending pump-rods. 

On closing the communication with the underside of the 
piston, and discharging the water j&om the cylinder bottom, 
the pressure of the column again acted upon the piston and 
sent it down. By a simple self-acting piece of mechaninU) 
similar to the working-gear of the steam-engines of that 
time, the orifices were alternately opened and shut, and the 
reciprocating motion of the engine continued. 
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A detailed aocount, with dcawiogs of this engine, was 
submitted to the Society of Arts, in the year 1769, and 
printed in the fifth volume of l^e Society's Transactions in 
1787. The description and drairings were made by Mr. 
Smeaton, and a working-model then constructed from theqi 
is in the Society's possession. The Society voted fiftr 
guineas to Mr. Westgafth, and presented a silver medal, 
with their thanks, to Mr. Smeaton, for his excellent account 
of so valuable an invention. 

The author has carefully examined these interesting 
memorials of the early encouragement given the inventive 
genius by the Society of Arts, which continues with re- 
newed energy its career of public usefalness, imder the 
IM^ndency of Prince Albert. He is satisfied, not only from 
the evidence which the machine itself ofiS&rs, differing as it 
does entirel}^ from anv of the German engines, but from the 
written testimony of Mr. Smeatcm, that Mr. Westgarth's 
Pressure-engine was his own invention ; and that he boiv 
rowed no part of it, either in plan or in detail, from ainr- 
thing then or previously existmg on the continent, ifis 
idea appears to have been taken from the siDgle-actin|f open<' 
topped atmospheric engine of the period ; substitutmjB^ the 
pressure of a column of water for the pressure of the 
atmosphere. 

The liberality and goodness of heart which distinguished 
Mr. Smeaton, no less than his high talent and skill as a 
civil engineer, appear conspicuouslv in the correspondence 
alluded to, as wiU be seen in the foUowing short extracts: — 

Awthorpe, April 29, 1769. 

" I had the pleasure of seeing the first complete engine 
of this kind at work in the summer of 1765, for draining 
or nnwaterin^ a lead mine belonging to Sir Walter Blacket, 
at Caldcleugh, in the county of J^orthumberland : since 
which, that machine has been shown to all those that had 
the curiosity to see it. Mr. "Westearth has now erected four 
others in the different mines of that neighbourhood, one of 
which I have seen, and all attended with equal success." 

In a subsequent letter, Mr. Smeaton says : — 
" Mr. Westgarth was induced to think of applying for a 
patent for the exclusive privilege of using this invention, 
but previous thereto, he was pleased to advise with me 
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concerning it, being frequently at that time in those parts 
of the country as an agent of Greenwich Hospital. 

" Much as I admired the ingenuity of Mr. Westgarth's 
invention, I dissuaded him from the thoughts of a patent, 
as it would take a length of time to be sufficiently known, 
and the number of cases in which it could be properly 
applied were not sufficient to afford such a number of pre- 
miums as might defray the expense of a patent, with a 
prosnect of advantage to himself and family. 

" I therefore recommended it to him, as the Society for 
the encouragement of Arts, Manufactures, and Commerce 
were, bv handsome premiums and bounties, encouragers of 
all useful inventions and improvements, to communicate his 
invention to them, that it might be made public, in confidence 
that he would obtain a bounty for the same, of such value 
aa to the Society should seem meet : and in consequence 
hereof, I gave him a representation of the utility of his 
invention, with which, in the year 1769, he applied to the 
said Society, and obtained a bounty upon condition he 
delivered to the Society a working-model and a draught 
showing the construction of the engine : but as the death 
of Mr. Westgarth, which happened not long after, prevented 
the usefulness of the machine from being so successfully 
spread, as it doubtless otherwise would have been ; and as 
some of the most essential parts of the machine cannot be 
seen in the model, without taking it to pieces ; and the 
drawing not being accompanied with any literal explanation, 
nor the details of it sufficiently made out ; at the request of 
the Society, I have now supplied these defects, that it 
may be published in such a manner that the utility of it 
may be seen, and the means of making and applying it be 
explained.** 

It appears that on seeing Mr. Westgarth's engine, Mr. 
Smoaton suggested to him that if the engine, instead of the 
great lever or balance beam, were made to work with a 
wheel, and instead of the long spear going down the 
descending pump trees, the pistons were made to communi- 
cate with the main chain torough a collar of leathers or 
stuffed collar, that then the whole of the machinery would 
stand together, just above the level or sough, and there 
would take up less room, as the work might in general be 
comprehended within the limits of the shaft; and the 
descending pipe might also be of a less bore, and be fixed 
•« yi a corner joi the shaft, and, therefore, be upon the whole, 

:v: *•;•*• • • 
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much more conyenient for underground works ; and on this 
mode the latest engines of Mr. Westgarth were actually 
constructed with success. So that little was wanting except 
the perfection of modem workmanship, to render the engine 
complete, although it was not made direct-acting, as the 
engines recently made generally are. 

Mr. Smeaton constructed a water-pressure engme, in 
1770, at Temple Newsam, Yorkshire, to work a pump for 
supplying Lord Irwin's residence. It was, of course, of 
smsul size; and the pressure being communicated to the 
cylinder by an indined pipe, bringing the water from some 
diistance. He modified and improyed the plan of Mr. West- 
garth, closing the cylindrical tube, and using the piston-rod 
with a stuffed collar ; still, howeyer, retaining in its original 
form, or nearly so, the ingenious slide-yalye designed by 
Mr. Westgarth. 

This was a cylindrical hoop or ring, sliding, for a short 
distance, up and down a pipe which it encircled, the pipe 
haying two sets of openings, separated by a horizontal 
bridge or partition. The yalye was inclosed in a box 
attached to the branch pipe of the cylinder, and sustained 
the pressure of the columns equally in all directions ; and it 
was rendered water-tight by strips of leather. 

When the upper openings in the pipe were exposed aboye 
the water, the water entered the cylinder below the piston ; 
but when the lower set of apertures was opened, by raisihg 
the cylindrical yalye, the water escaped from the cylinder ; 
the position of the yalye at the same time shutting off the 
further entrance of the water and its pressure upon the 
piston. The opening were, in the first instance, square 
holes; but afterwards they were made in the form of a 
lozenge or rhombus, with the acute angle upwards, so that 
the water might enter and be shut off more gradually. 

After Mr. Smeaton's time, the water-pressure engine 
seems to haye remained in abeyance, and none were made 
until Mr. Treyitheck reyiyed their use. The great improye- 
ments made in the steam-engine by Mr. Watt caused water- 
enginea of all kinds to be neglected, and eyen water-wheels 
were, in many cases, superseded by steam-engines. Water 
power went out of fashion, and was generally considered to 
be too precarious and expensiye, as compared with steam, to 
deserye much attention rrom engineers. 

Lately, howeyer, more enlarged yiews haye been taken. 
Men who stand high in their profession haye turned their 
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attention to th& eul^eet, aod it has beeu more studied and 
better uaderatood. 
Mr. Tr&ntheck OMiatmcted iereral water-preseure enginea, 




one of wbich was erected in Derbyshire, in 1S03, and is still 
at work at the Alport mines. The cylinder of thia engine 
is 80 inches in diuneter. 
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In 1811 Mr. John Taylor, weli kaown for hia long 
experience in mining operations, and whose application of 
water-wheels to the working of pumps has already been 
mentioned, advised the employment of another and more 
powerful engine at the Alport mines, near Bakewell, which 
was made under the author's direction, at the Butterley 
works. This was the most powerful engine of the kind that 
had been made. The cylinder is SO inidtes in diameter, and 
the stroke 10 feet. It is worked by a column of water 
182 feet high, acting below the piston, and lifting, by direct 
action, a weighted plunger-pole, 42 inches in diameter, 
which raises the water from the mine to a height of 
132 feet ; so that the proportion of power to effect is as the 
area of the piston to tnat of the plunger : namely, 1963 to 
1365, or full 70 per cent. (See figs. 34, 85, and 86.) 

Fig. SB. 



Mr. Darlington, who has the care of the machinery at 
the mines, and who fixed this engine in the shatl, in a letter 
to the author, says that the engine has never cost them £12 
a year since it was erected. 

The usual speed ia about five strokes per minute, but it 
will work at the rate of seven strokes, without any con- 
cussion in the desc^iding column ; the duty actually done 
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being then equal to 168 liorses' power of 33,000 pounds, 
raised one foot high in a minute. Thus the area of the 
plunger, 3 feet 6 inches in diameter, is 9*621 square feet X 
10 feet, the length of stroke, x seven strokes per minute = 
673*47 cubic feet raised 132 feet high in a minute ; and 
673*47 cubic feet of water x 62*5 pounds, the weight per 
foot X 132 feet in height = 5,556,127, which divided by 
33,000, gives 168^^, say 168 horses' power. The pressure 
upon the piston from a column of water, 132 feet high, 
reckoning 27 inches of water equal to a pound, is abotit 
68 pounds on the square inch, or rather more than 50 tons' 
pressure on the area of the piston. Thus the area of the 
piston, 50 inches in diameter, is 1963 square inches x 58 
pounds = 113,854 : and this divided by 2240, the number of 
pounds in a ton, gives 50*8, say 50 tons. 

There are five other pressure-engines at th^se mines of 
smaller size. 

This engine was erected early in 1842, and is now 
working. It was at work, without intermission, for six 
years ; and on one occasion, when the author made inquiry 
as to its performance, the answer was, that it had been 
constantly going for the last seventeen weeks, and nobody 
had seen it during the time. 

An excellent working model of this engine will be found 
in the Museum of Practical Geology in Jermyn-street, 
London, an institution which ousht to be visited by all 
penonTwho ore interested in n>ini£g and metaUurgy, a^d in 
the employment of mineral wealth for aU purposes of 
practical utility and decorative ornament, as well as by 
geologists. The model was made by Mr. Jordan, since so 
weU known by his invention for carving wood and stone by 
machinery, and thus copying works of art. 

It will be observed that after the large valves are closed, 
the pressure is continued upon the piston to complete the 
stroke. This was at first done by means of cocks ; but as 
the friction of these caused some little trouble, Mr. Dar- 
lington substituted some small pistons to shut off the water 
at the termination of the stroke. 

Mr. Taylor has since had another engine of the same size 
made for a lead mine in Wales, and the results have been 
equally satisfiictory. 

In these machines, as in all others where the water acts 
by its gravity or pressure, the best results are obtained 
where the water enters them without shock or impulse, and 

F 3 
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quits them without velocity* We then realifle all the 
ayiolable power the water will yield, with the least loss of 
effect ; and the duty is best performed by making the pipes 
and passages of sufficient and ample size to prevent accele- 
ration of the hydrostatic column. ^ 

The crazies worked by water-pressure, constructed by 
Mr. William Q-eorge Aimstrong, of Newcastle-on-Tyne, 
have been described in another book, on Oranes cmd Hoisting 
Machinery, written by the author of this work. 

These hydraulic cranes are characterised by their great 
steadiness and precision of movement. By means of the 
regulating handles, their motions, both in lifting and 
lowering, as weU as in turning, are graduated with perfect 
accuracy ; and, practically speaking, the speed with which 
they may be worked has no other linait than that imposed 
by the size of the supply pipe. 

The author has the satisfaction to state that since the 
treatise on cranes was published, many of those worked by 
water-pressure have been erected, in and about London, — 
particularly in the collier basin of the West India Docks, 
where they are used to discharge the cargoes of the ships, 
and at the G^reat Western Eailway goods station. They 
are also to be used at the Great Northern and the Camden 
Town goods stations. 

Hjdraulic pressure admits of very extensive and useful 
application iu mercantile docks, not only to cranes for 
lifting heavy weights, but also for " wMpping " Hght goods 
from ships, and for opening and shutting dock-gates, swing- 
bridges, and sluices. 

The facility with which water may be conveyed to the 
places where the power is wanted, the ease with which 
it may be managed, its perfect safety, and its constant 
readiness for action, render it eminently suitable for these 
purposes. 

When hydraulic engines are extensively used and sys- 
tematically employed, it may be prudent to apply steam 
power to raise the water to an elevated tank, not less than 
100 feet above their level, for that is in reality only anothei; 
mode of using steam power, the water being the vehicle for 
its transmission. But there are many places where the 
supply may with advantage be obtaiued from the public 
water-works, and even when the water pressure may be used 
in transitu, without using the water. This is now actually 
done in Newcastle-on-Tyne, where an improved pressure- 



TEB NEWCASTLE CHSONICLB. 107 

engine, made hv iSr. ArmBtrong, is used ta print tbe 2f«w- 
cattle ChronicU, one of the most extensively circulated 
provincial newapi^rs. The author had the pleasure of 
seeing it in full work. The tnwn is placed on tne side of a 
high and steep hill, and the printing-offioe is abont half-way 
up, 90 that the water merely passes through the engine and 
goes on to aid the supply for the lower parts of the town. 

FIB.S7. 



In many parts of London water is supplied, in quantity, 
at id. for 1000 gallona, at a pressure Jf 150 feet ; and 
there are many trades that require occasionally to use 
mechanical power, but cannot employ a steam engine, for 
they do not want the power constantly, and they do not 
want much power at any time. 
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If the supply-pipe, conveying the water from the main 
into the workshop be of sufficient size, a small pressure* 
engine may at any time be set in motion, without risk of 
fire, and without requiring any skill in management, by the 
mere turning of a tap*; and the turner, cutler, optician, or 
other artificer, may have auxiliuy power wheneyer it suits 
him to use it,^ — the engine being also a perfect water meter, 
when a counter is attached to it, showing the number of 
revolutions it has made, and the quantity of water passing 
through it. A gallon of water weighs 101b., so that 
1000 gallons of water falling 150 feet are equal to 
1,500,000 lb. falling one foot; and, if 1500 gallons of 
water be used in one hour, they are equal to 37,500 lb. 
falling one foot in a minute, or somewhat more than a 
horse's power, which is 33,000 ; therefore, allowing the 
difference for loss at the escape- valves, it may be assumed 
that the cost of a horse's power for one hour will be 6d. 
where the water runs to waste. 

The engine which prints the Newcastle Chronicle has two 
cylinders, each 3J inches in diameter, or 8*9461 square 
inches area on their pistons ; but the piston-rods are each 
one inch in diameter, and their area, *7854 x 2, must be 
deducted, leaving the area of the four sides of the pistons, 
less that of the rods, 34*2136 inches. The length of stroke 
is 7 inches, and the engine makes from 55 to 60 revolutions 
per minute, so that, talang the gallon of water to be 277*25 
cubic inches, the total quantity of water used in one hour to 
work this engine is from 2850 to 3110, say 3000, gallons 
per hour. But in this case it is the pressure alone that is 
used, and not the water. The whole head of water is 
430 feet, and of this column 200 feet are above the engine, 
and 230 feet below it. This difference of 200 feet, allowing 
27 inches of head to give one pound pressure, is equal to 
88 pounds on each square inch of the pistons. The stroke 
being 7 inches, a speed of 60 revdutions is equal to 
420 mches, or 35 feet, per minute ; so that, multiplying the 
area 84*2 inches x 88 lb. x 35 feet per minute, the pro- 
duct is 105,336 lb. falling one foot in a minute, which, being 
divided by 33,000, gives 3*19, or frill three horses power. 

Mr. Armstrong has made a water-pressure engine for an 
underground inclined plane in South Hetton Colliery. It 
has four cylinders, each only 3 inches in diameter, and 
12 inches stroke. It usually works at about 100 revolutions 
per minute, and it is quite free from concussion at this high 
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speed. The column of water acting upon it is 600 feet, and 
the diameter of the supplj-pipe is 4 inches. The engine is 
placed about 300 yards from the bottom of the shaft at the 
head of the inclined plane, 880 yards long, of an irregular 
acclivity, but in the steepest parts the rise is 1 in 18. Up 
this incline the engine hauls 20 loaded wagons, weighing col- 
lectively 15 tons. Each run is accomplished in six minutes, 
and the quantity of water expended in that time is 1500 
gallons. This engine will eventually be required to draw 
40 trains peif day, in which case the quantity of water 
expended will be equivalent to a constant feeder of 42 gallons 
per minute. The sreater part of the water used by this 
^dne drains out Lm the upper part of the Bha^, and 
before the engiue was erected it was permitted to fall to the 
bottom, but it is now collected in a standage, which forms 
a reservoir for the supply of the engine ; and when it is 
required to draw forty trains per day, the increase of pump- 
ing to be done by the great lifting engine which drains the 
mine will not exceed 20 gallons per minute during the 
twenty-four hours. The work done by this engine appears 
to be from 30 to 35 horse power. 

Another engine, with four cylinders, is now in use for 
winding up ore, &c., from a lead-mine at Allenheads. The 
cylinders are 6 inches in diameter, with a stroke of 18 inches ; 
the column of water acting upon it is about 230 feet in 
height, and the expended water escapes from the mine by a 
level : it commonly makes about 60 revolutions per minute, 
and then it raises a load varying from 7 to 10 cwt., exclusive 
of the imbalanced weight of the rope, at the rate of 900 feet 
per minute. The engine is provided with spur gear, for 
pumping, which can be thrown into action when tne rope- 
drums are not in use. 

Mr. Armstrong has taken a patent for improvements 
on the water-pressure engine, the principal of which consists 
in an ingeniously-contrived arrangement of escape or relief 
valves, to prevent concussion of the descending column at 
the turn of the piston's stroke. His usual plan is to fix the 
cylinders in an inclined position, like Sir Mark Brunei's 
Thames Timnel Engines, at an angle of 90 degrees with each 
other, so that the two may act upon one crank. 

The engravings show the general form ; and the sections, 
kindly given to the author by Mr. Armstrong, show the 
mode of applying the relief-valves. (See Engravings.) By 
using three cylinders and dividing the circle by three cranks 
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into equal parts of 120 degrees, the motion would be rendered 
almost perfectly uniform, and the turn of stroke would be 
hardly perceptible. 

There is another mode of applying the pressure of water 
as a motive power, which is exceedingly useful and convenient* 
The lift or hoist employed in cotton-mills and other manu* 
factories, to convey persons from one floor to another, or from 
the bottom of the building to the top, without the &tigue of 
ascending the stairs, is generally known, and its utility well 
imderstood. By pulling a cord attached to the hoisting appa- 
ratus, it is immediately connected with the machinery oi the 
mill, and the occupants of this ascencUng-room are carried 
up to any floor they please, together with such materials as 
they have occasion to take up ; or by reversing the motion, 
are lowered to anv story where thev wish to land. 

Such a lift would be a valuable addition to the convenience 
and comfort of many a loffcy house in London, and save many 
a weary dimbing; from the basement to the upper rooms. 
Often has the wish been expressed, that some such contri^ 
vance might be adopted, but the want of motive power was 
a mrohibition. 

it occurred to Mr. Francis Wright,, when he was building 
his mansion of Osmaston Manor, near Derby, that other 
arrangements for a lift might be made, and he foimd at the 
Butterley works the requisite mechanical skill to carry his 
ideas into practice. 

At a convenient height above the manor was a reservoir 
of some extent, which was constantly replenished by means 
of a water-wheel in the park working a set of pumps, so that 
a supply of water at considerable pressure was always 
available. 

A cylinder of cast-iron, about 46 feet long, was made in 
convenient lengths, and truly bored to an internal diameter 
of 11 inches : into this a piston was fitted and made water- 
tight by a leather collar, such as is used in the hydraulic 
press. The cylinder was smik in the ground, and set 
accurately upright in the basement of the house, and the 
stem of the piston carried a platform or landing, Uh suit, 
able railing and other appliances. 

A pipe leading down from the reservoir, conveys the 
water into the cylinder, below the piston, which forces it up 
with the platform and the persons upon it, until the ascent 
is stopped by shutting off the water ; then, by allowing the 
water to escape from the cylinder, the piston and plaraorm. 
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descend by tbeir own weight until the escape of the water 
is prevented, or until the piston reaches the bottom of the 
cylinder. 

The ascent required at Osmaston Manor is 4di feet ; four 
persons are earned up in two minutes to the full height, 
and as the platform cannot rise or fall faster than the water 
enters or escapes, there is no risk from acceleration either 
way, because the size of the water-way determines the 
maximum speed of the piston, which is abo regulated by the 
opening given to the valve. 

The apparatus has been in action about four years, and has 
answerea its purpose well. A similar machine, with a 
shorter lifb, is used to raise the provisions from the kitchen 
to the level of the dining-room. 

Assuming the elevation of the pond or reservoir to be 130 
feet above the cylinder bottom (which is about the height), 
the pressure against the piston at the commencement of the 
lift will be about 58 lb. on the square inch, and when it has 
risen to the fuU height of 4Qi feet, the pressure will be about 
43 lb. on the square inch, at the conclusion of the lifb. The 
area of a piston 11 inches in diameter, being about 95 square 
inches, a pressure of 58 lb. gives a force of 48 cwt., and a 
pressure of 43 lb. gives a force of 36 cwt., which is found 
sufficient to overcome the friction, resistance, and weight of 
the machinery, and to raise the requisite loads, carrying up 
half-a-ton in about four minutes. 

A like application of water-power may be advanta- 
geously made in many places, at wharfs, warehouses, railwav 
stations, and docks, especially where hydraulic pressure is 
already provided to work the water-cranes, and where the 
weight of the platform and piston may be counterbalanced. 

THE WATES-BAM. 

In treating of water-pressure engines, it is remarked that 
care must be taken to prevent any sudden check being given 
to the descending column, and that relief or escape valves, 
air-vessels, weighted plungers, or some means of lessening 
the momentum of the water, are requisite to guard against 
the shocks which the machine must sustain if the motion of 
the water be impeded : this momentum, however, may be 
rendered exceedingly useful as a moving power, by which 
a portion of the water may be raised to a higher level by 
means of the hydraulic ram, to be used for manufacturing 
and domestic purposes, or for watering land above the level 
of the stream. 
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The wateivram, altbough it often figures in books on 
hydraulics, is less used than it ought to be: the reader 
generally regards it as a curious, old-fashioned deyicHS, and 
thinks no more of it ; but for simplicity, cheapness, and usei^ 
effect combined, few machines are superior. 

The merit of first employing the momentum of water to 
raise a portion of itself to a higher leyel is due to Mr. John 
Whitehurst, who, in a letter addressed to the Eoyal Society, 
in 1775, and printed in their Transactions, explains the 
principles of its action, and the mode of applying them, he 
nad then successfully adopted. 

M. Montgolfier, who does not appear to have known any 
anything of this communication, afterwards invented a similiu? 
machine in France, and gave it the name it still bears, '' Le 
B^lier Hydraulique," from the butting action of the water ; 
and Messrs. Boulton & Watt, with his permission, took a 
patent for it in England, dated December 13, 1797. 

About twenty years later, the son of M. Montgolfier took 
an English patent for some improvements in* his father's 
arrangements ; and the visitors of the Great Exhibition of 
1851 will remember two modifications of the hydraulic 
ram by London makers, Mr. Ereeman £oe and Messrs. 
Easton & Amos. 

The first machines made on the plan of the elder M. Mont- 
golfier, by Messrs. Boulton & Watt, were exceedingly 
simple in their construction and arrangement, and yet very 
effective. A horizontal pipe, with a tnmipet-shapea mouth 
to admit the water freely, was either inserted into the side 
of a supply-tank into wmch the stream flowed, and kept it 
full, or it passed through the dam into a reservoir that 
could be maintained at a imiform height. At the end of 
this pipe was a weighted valve, opening inwards, and upon 
the top of the pipe, near the end, was an air vessel, the 
capacity of it being at least equal to ten times the quantity 
of water to be raised at each stroke, and larger as the lift 
increased. At the bottom of the air-vessel was a valve, 
opening upwards, to admit the water into the air-vessel, and 
prevent its return, and to the air-vessel was attached the 
ascending-pipe, carrying up the water, raised to a higher 
level by the action of the machine. 

l?he water being allowed to flow through the horizontal 
pipe, soon acquired velocity and force, and suddenly shut the 
valve at the end of the pipe ; the momentum of the water,thu8 
checked, lifted the valve in the air-vessel, forcing through 
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it a portion of the water, compressing the air within, and 
thus raising the water part way up the ascending pipe. 

The' force having been expended and the water brought 
to a state of rest, the weighWalve at the pipe end opened 
again; the descending column flowed tncough until its 
Telocity again oyercame the weight on the valve and forcibly 
shut it: thus, by repeated strokes, was the water raised 
to the top of the ascending pipe^ and then every stroke 
discharged a volume of water inversely proporticmed to the 
height. 

The pipe conveying the descending water mjay be placed 
in an incHned position, instead of being laid horizontally ; 
it is sometimes called the body of the ram, and the air-vessel 
and valves the head. M. Montgolfier considered, that 
with a well-constructed machine he might obtain 75 per 
cent, of useful effect ; but the following were the result* 
of experiment: 

The fall of water was 3 feet 4 inches, the pipe, or body of 
the ram, 8 inches in diameter, and the height to which the 
water was raised, 15 feet 1 inch. The machine made 100 
strokes in three minutes, expending in that time 67 cubic 
feet of water, and lifting 9i feet. Thus 67 x 3-33 = 223^1, 

and 9^5 X 15083 = 139-517. Then ^^r- = T^ or 62 

228'11 lOO' 

per cent, of the power employed. 

The improvements of the younger M. MontgoMer con* 
sisted chiefly of the introduction of a ''sniffcing valve,** 
admitting a small quantity of air to make up the loss caused 
by absorption from the air-vessel by the ascending water, 
and of a contrivance to retain a "cushion or mattress of air" 
about the seat of the stop-valve, in order to lessen the 
concussion. (See Section, Fig. 39.) The following table 
shows the results obtained by French engineers. 

The first column shows the head or fall of water acting on 
the machine ; the second, the quantity expended. The third 
shows the height to which the water was raised; and the 
fourth the quantity raised to that height. The fifth column 
shows the useM effect in each case. 



Fall in feet 


Expended. 


Elevation. 


Raised. 


Effects. 


8-53 


2-405 


52-69 ft. 


•2207 


.565 


27-30 


5-961 


195-02 


•6189 


.543 


34-77 


2-971 


111-88 


•6013 


.661 


3-21 


70-282 


14-92 


9-5147 


.629 


22-96 


'459 


196-86 


•0843 


.640 



The quantities of water expended and raised are reduced 
to cubic feet, and the mean of useful effect is '605, or say 
Biz*tenths of the power expended : experiments also show 
that it can do good duty where it raises water seven times 
the height of the faD. Practically, perhaps one-half of the 
power expended, or 60 per cent, of useful effect will be the 
amount realised ; for it must be expected that in all these 
experiments, the machines were in good order ; yet there are 
many localities where a water-ram may be used with great 
benefit, as it steadily and constantly performs its task 
with very little care on the part of its owner, except to see 
that the water is strained through a grating, to keep back 
extraneous substances, and that the apparatus is protected 
or emptied during a hard frost. The first example mentioned 
raised 9J cubic feet, or 57*8 gallons in three minutes, 
amountrag to 27,750 gallons in twenty-four hours, to a 
height of 11 feet 9 inches above the pond that supplied the 
water; and this without labour or expense, beyond the 
interest of its cost. 

It is true that the heavy blow or shock, given by the 
momentum of the descending column, has hitherto lunited 
the size of this apparatus ; but this shock may be lessened 
by increasing the number and improving the form of valves 
and pipes ; and the principle may probably be still further 
developed in the hands of skilfid mechanics, as it has been 
successfully done in the pressure-engine. 

After tne foregoing passages had been written, the 
author was favoured with a letter and drawing from Messrs. 
Easton & Amos, of Oreat Guildford-street, Southwark, who 
exhibited one of their machines at the Giystal Palace; 
the drawing showing their mode of fix in g it, to supply water 
to a mansion in the country. 

They have made some improvements, for which they have 
taken a patent ; and they state they can obtain a mechanical 
effect of 65 or 70 per cent. ; that the lowest available fall is 
2 feet, and the highest 35 to 40 feet ; the quantity of water 
they lift varies with the size of the ram and height of the 
lift from half a gallon to 6 gallons per minute. 

The greatest height to which they have raised the water, 
by a machine which has been at work some years, is 330 feet. 
They lay the 'Hnjection jyipe,** or body of the ram, at an 
inclination varying from one in eighteen for small falls to 
one in four for high falls. Having formed a dam across the 
stream, they take the water by an earthenware conduit-pipe 
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into a covered tank of brick-work ; this receives the mouth 
of the inclined cast-iron pipe, which is opened or closed at 
pleasure by a flap valre ; the pipe is laid in the ground below 
the reach of the frost, and the apparatus is fixed in a circular 
and domed vault of brick-work, which protects it from 
freezing ; and &om which the water that works the ram is 
conveyed by a covered channel to some convenient point 
where it may rejoin the stream at a lower level. The ram is 
secured to a stout piece of oak or elm timber built into the 
brick-work. (Fig. 39.) 

To enable them to make a correct estimate of the size, 
capability, and cost of these machines, they require to know, — 

1st. The number of feet fall to be obtained at the spring 
or brook to work the ram. 

2nd. The perpendicular height from the lower part of the 
fall to the point where the water must be delivered. 

3rd. The horizontal distance from the place of supply to 
the place where the water is wanted; and if the spring 
or stream be small, it is desirable to ascertain how many 
gallons it flows per minute. 
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THE APPLICATION OF WATER POWER TO GRIND CORN.-THE 
PROGRESS OF CORN-MILLS, AMD DEVELOPMENT OF THEIR 
MACHINERY. 

In applying water power to grind com, the usual mode 
of computing the mill's capability is to ascertain the height 
and volume of the fall, and thence the available force, ex- 
pressed in horses' power ; and the wheel is so proportioned 
that when driven at the rate determined, the buckets may 
be about two-thirds filled by the average supply of water ; 
in order to avoid waste at ordinary times, and ajso that 
during the excess in floods, an additional load in the buckets 
may compensate for the resistance of tail water. 

It has been shown in the preceding pages that 12 cubic 
feet of water per second, or 750 pounos weight, are equal 
to an available horse's power, for each foot in height of their 
fall when acting by gravity on a well-constructed water 
wheel ; that is to say, the useful mechanical eflect is 73 per 
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cent. Mr. Eeimie in some cases obtained 80 per cent. ; and 
&w wheels and mills, executed with ordinary care juid skill, 
realise less than two-thirds^ or 66 per cent, of the Vi^ater^ 
iiall's power. 

As the force required to drive machinery of all kinds is 
now generally expressed in hcwses* power, except it be imme- 
diately applied to work pumps, it has not of late been 
thought necessary to make direct experiments to show. the 
weight of water required to drive modem mills ; their owners 
are satisfied to know, or to assume, that they do their 
work with a given number of horses' power of the usual 
standard ; namely, 33,000 pounds raised one foot high in a 
minute. 

Consequently there are few recorded trials worth notice, 
nnce those of Mr. Thomas Penwick, who found that 300 
pounds of water falling 210 feet in a minute, would grind 
one boU (or two bushels) of com in an hour. — He says — 
" The quantity of water expended on the wheel was measured 
with great exactness ; the com used was in a medium state 
of dryness ; the mills in all their parts were in a medium 
working state, the mill-stones, making from 90 to 100 revo- 
lutions per minute, were from 4ii to 5 feet in diameter." 

Therefore it took -— — = 31,500, or very nearly a 

horse's power to grind a bushel of com. 

To ascertain the friction of a miU when going with velocity 
sufficient to grind two bolls of com (or four bushels) per 
hour, he made a series of experiments in the foUowmg 
manner : — " The mill was made quite clear of com, and the 
upper miU-stone raised, so that it would touch as little as 
possible on the imder stone, in its revolutions, then such a 
quantity of water was admitted to flow on the water wheel, 
(an overshot wheel) as to give the mill, when empty, the 
same velocity it had when grinding com at the rate of two 
bolls per hour, which quantity of water was sufficient to 
raise a load of 800 pounds with a velocity of 100 feet per 
minutei" 

This he therefore considered as the measure of the 
friction, and concluded, that as the power requisite to 
grind two bolls of com per hour, including the friction 
of the mill, was equal to that which can raise a weight 
of 300 pounds with a velocity of 360 feet per minute, the 
difference of the two which is 300 pounds raised with 
the velocity of 260 feet per minute, is «qual to the power 
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employed in the actual grinding of the com. This gives a 
proportion of '714 to 1, or somewhat over 71 per cent, of 
useful effect. 

Mr. Penwick, who was of an ancient family in Northumber*- 
land, was by profession a '* colliery viewer ; " he had a 
high reputotion for mechanical and engineering skill, and 
was living in the schooldays of the authcnr ; he wrote several 
works on practical mechanics and mining, which were at 
that time esteemed as good authority and w^it through 
several editions. 

He does not state what kind of mill-stones were employed, 
but ptobably they were the '* Dutch blue stones " then in 
use, a kind of lava rock, wrought chiefly in the German 
quarries near Andemach and Coblentz, brought down the 
Bhine and shipped to this country from Holland. They had 
superseded the miU-stone grit or ''grey stones" as thev 
also have since been displaced by the *' ^French burr stones^ 
now generally employed in gnnding wheat. The blue stones 
are but little used, and the grey stones are seldom se^o. 



Flg.40. 



Fig. 41. 






The fixed crcMn orrynd. 



The bridge rynd. 



except in the north for grinding oatmeal, rye, or bariey* 
meal. These blue stcmes were each in one piece, and were 
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then dressed slightly conical on the face, the lower mill-i 
stone being convex about three quarters of an inch, and the 
upper stone about an inch concave. The upper end of the 
spindle was square, and upon it was fixed a wrought-iron cross 
or rynd, which was let into the upper millstone, so that great 
exactness was requisite to make the stone true to the spindle. 
(See Fig. 40.) Afterwards a pivot or centre-point, tipped with 
steel, was formed on the top- of the spindle above the square, 
and projected up iuto the eye of the upper stone for about 
half its thickness ; a bridge of iron was let into the stone 
and rested upon the point of the spindle, a cavity being 
formed to receive it, and the upper stone was balanced upon 
the spindle point, at or about its centre of gravity ; a driver 
was fitted on the square with two claws at each end loosely 
clipping the bridge ; the stone vibrated freely like a compass 
card, resting on the bridged rynd and turned by the driver, 
so that when the stone was set in rapid motion the centri- 
fugal force caused it to revolve in a level plane, and neutra-* 
lised any little inequality in the balancing. (See Fig. 41.) 

Then it was found better to dress the stones to a level 
face instead of making them conical, and the upper stone, 
thus balanced, spun round and seemed to float as it 
were, almost in contact with the nether stone, but not 
touching it. 

The French burr stone is a sharp porous silex or chert, 
found chiefly on the banks of the Mame, the quarries 
extending up to Epema-y, whence it is brought in bateaux 
and carried down the Seine for shipment at Eouen or Havre ; 
it resembles bread or rather paste in state of fermentation, 
changed into stone, and is found so much more eflfective for 
grinding com, that a small surface and Qonscquently a less 
miUstone, answers the purpose. The blue stones were often , 
six feet or more in diameter, and seldom less than five, 
four and a half feet being considered a small stone. The 
French stones seldom exceed four and a half feet, or four 
feet in diameter ; consequently they run faster and produce 
flour of better colour and quality, as they do not retain the 
com so long between them nor rub down the bran with 
the flour. 

From the peculiar formation of the French burr, it is 
difficult to get a whole stone of uniform quality throughout, 
and therefore it has been found expedient to build the mill- 
stone of selected pieces cemented together with plaster of 
Paris, and hooped with iron; the stone is then finished 
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smooth with cement on the back, and dressed to a true and 
level face, the work or races are cut in, which cross each 
other when the millstones are in action (see fig. 42). and the 
fece of the stone having been proved with a paint or trying 
staff, a strong ruler of hard wood, the stone is sharpened bv 
dressing it afi over the face with a broad steel chisel or bill, 
hatchingtheatoneinparallellines about an eighth of an inch 
apart, and in some nulls much closer, like the teeth of a file. 

Fig. 42. 



To dreas or sharpen the millstones with the chisel or bUl 
requires great precision of eve and hand, and much practice 
to do this well, when the work is close and fine. Those who 
tookan interest intbe mill machiner of France in the Great 
Exhibition, generally found an opportunity to examine and 
many to m^e trial of a very ingenious tool, or rather a piece 
of mechanism, somewhat like a ruling machine or dividing 
engine combined with the mill chisel, to guide the hand of 
the milter when he dresses the millstones, and enabling 
Tiim to put in the work, however minute, in parallel lines of 
equal width. The shaft which holds the chisel works upon 
a pivot like a small forge hammer, and on this pivot is a 
screw bj which the divisions or spaces between the cuts are 
determmed at pleasure, and the bearings of this pivot which 
is about 15 inches long are 7i inches apart ; these sHde on 
two guide bare and keep the cuts parallel ; there is a rest 
for the arm of the miller, who keeps the chisel going, 
making the usual sharp cracking noise, but doing his work 
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Fig. 43. 




much more rapidly and regularly with the help of this imple- 
ment than he could before, besides which, it renders an j 
miller of ordinary skill capable of doing first-rate work. 

Lately another mode of hanging the millstones, instead 
of the bridge or centre rynd, has been introduced ; a pair 
of ^^ gymbcX rmgs^^ in a compact form are fitted to the 
spinole-head, and the stone is suspended in the same way as 
the sea compass, so that it vibrates equally on all sides with- 
out being checked, even by the 
driver, and as it can be nearly 
balanced in this way it swings 
round very steadily when in full 

W^ rS I (<^^ I ^3 A further improvement has 
■I ^^s^^^^fj r^ been attempted, and in several 

instances successfully, of making 
the upper millstones with hollow 
backs and blowing into them a 
current of air by means of a fan 
blast. Several examples of this 
kind, both English and foreign, 
were to be seen in the Great 
Exhibition, with holes or open- 
ings made through the stone in 
various ways, so that the air may 
pass between the millstones when 
grinding, and being thrown out 
at the circumference or skirt of 
the stone it expedites the grind- 
ing and keeps the flour cool. 

While so many inventions 
have been applied to the upper 
millstone, the lower stone has not been neglected; long 
after the author was acquainted with mill work, the 
nether miUstone rested on a framing of wood,' and the only 
means of making the face of it perfectly level or at right 
angles to the axis of the spindle, was by wooden wedges and 
packing — a tedious and difficult operation. This was 
obviated by a cast-iron seat with the means of adjustment 
by set screws, and latterly a wrought-iron cradle of an 
equilateral triangular form receives the nether millstone. 
The angles being equal, and a screw being placed at each 
angle, the millstone rests on three equidistant points, and 
is in this way as easily set as a spirit-level. This seems a 
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favonrite plan with the Americans and the French mill- 
wrights, but although the three points must bear equaUy, 
many or thd English mechanics prefer adjustment by four 
points, by which they obtain two level lines intersecting 
each other. 

The stone being truly levelled on the face, is now often 
adjusted and fixed horizontally also by three or four screws 
dividing the circumference ; but in many mills it is retained 
by a strong curb of wood surrounding the stone, and rising 
up within an inch or two of its face. This curb serves also 
as a base for the wooden case inclosing the millstone, and 
through it the meal is discharged by the spout below into 
sacks or binns as may be most convenient. In several of 
the modem mills the case is made of sheet-iron, sometimes 
zinked or galvanized, and the meal descending by the spout 
falls into a long trough fitted with an endless screw of a 
coarse pitch and deep thread, sometimes of cast iron, some- 
times of thin plate of equal length with the trough, revolv- 
ing in it, which conveys the meal to some convenient point, 
whence it is carried up into a higher loft by means of an 
endless belt or web fitted with Hght iron or tin buckets, and 
called by the millers a " Jacob's ladder ;" here it is distributed 
as may DC desired to be ready for the dressing-machine. 

The most conspicuous adjuncts of the millstones were the 
hopper with the feeding trunk or shoot, to bring the com 
into the hopper from the floor above ; the shoe to carry it 
over the eye of the millstone ; the mill dack or ^* damsel," 
to shake.the shoe and supplv the com evenly and regularly 
from the hopper to the mill ; the cord and peg to raise or 
lower the point of the shoe and augment the feed; the 
wooden spring to make the shoe recoil; and the warning 
bell, to call the negligent miller to his empty hopper. 
Pleasant it was to see all this simple, but ingenious apparatus, 
steadily and quietly, yet with an appearance of life, mstinct, 
and good will, cheerfully perform its task to the sound of the 
merry mill clack. 

The hopper and its attendants are disappearing in modem 

mills, and a brass receptacle, vainly attempting to imitate a 

Boman urn, is superseding the only machinery which may 

be said to have become classical and respected ; into this 

urn the com descends frt)m above by a pipe fitted into it, 

and thus the mill-eye is kept closed, as it must be, when an 

air blast is used. But the hopper had already begun to lose 

its traditional form of an inverted pyramid of wood, and to 

o 2 
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appear as a funnel of sbeet-iron, with wUeli the old miUer 
had no sympathy. 

The iron apparatus for adjusting and securing the mill- 
stones, involved an iron frame and columns to carry it, 
instead of wood, and hence many miQs of recent date have 
been built fire-proof. For such cases stone foundations and 
flooring have become requisite, and the null-spindles, instead 
of being stepped upon the middle of the foot-bridge, a lever 
of wood fixed on a joint at one end, and regulated at the 
other, between the timber uprights carrying the millstone 
floor, has been brought down to a cast-iron pedestal resting 
on the masonry, and containing within it a comp^t combi- 
nation of wheels or levers and screws, by which the space 
between the millstones may be altered at pleasure. 

It has been proposed to use annular millstones, by 
removing the central part, where little work is done, and 
repl£icing it with a plate of iron leaving the skirt, or as it 
were a ring of stone ; no practical examples of this kind 
have come under the author's observation, except so far as 
one of the conical corn-mills partakes of this character, but 
this must be described separately. 

There are three modes of driving millstones at present 
in use, • : 

The first was suggested by the use of the undershot 
water-wheel, which, revolving rapidly, required but one 
increase of speed, and one change of motion from the hori- 
zontal shaft to the vertical spindle, and consequently only 
one pair of wheels, namely, the face-wheel or pit-wheel on 
the water-wheel axis, and the lantern- wheel or trundle on 
the miU-spindle; all the machinery being made of wood 
except the pivots of the axle and the mitl-spindle. 

This simple, but efficient arrangement, may still be useful 
in remote settlements, where neither capital nor labour are 
abimdant. It was the usual plan of a miU during the 
greater part of the last centm^y, and the works of most 
writers on mechanics and mill-work of the time contain 
tables showing the number of cogs in the wheel, and staves 
or rounds in the trundle, to drive a 6-foot miQstone sixty 
revolutions per minute. The cogs and rounds of wood have 
given place to bevelled wheels of cast-iron, but the principle 
remains the same. By this means any number of millstones 
may be placed in a straight line, or in two lines parallel to 
each other, each millstone requiring a pair of bevelled 
wheels, one of the wheels (the largest) having wooden teeth, 
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that they may work' more smoothly and with less noise. 
Mr. Smeaton used this plan for a line of millstones in 
1781. 

The second method came in with the overshot-wheel, 
which, going at a slower rate, required the speed to be 
increased tvidce between the water-wheel axis and the mill- 
stone. So the pit-wheel turned a bevelled pinion fixed on 
an upright shaft, which formed as it were the centre of the 
system ; on this was also fixed a spur-wheel of large diameter, 
say from 6 to 10 feet, and round this were ranged in a 
circle the millstones varyine; in number with the power of 
the miU, seldom exceeding six pairs, although small mills had 
only two. These were driven Dy the large spur-wheel, by a 
spur pinion upon the spindle of each pair of stones — any 
one of which could be thrown out of gear and kept still 
while the others were at work, by raising up the pinion 
upon the spindle clear of the spur-wheel, and retaining it in 
that position by a screw. In the older miUs a pair of stones 
were kept at rest by taking a couple of staves out of the 
trundle. 

The third mode of driving the millstones is by belts ; the 
author first saw it used in a large flour-mill at Atterclifie, 
near Sheffield, about thirty-five years ago, but it has remained 
in abeyance until lately, when it has made its appearance, 
and, copied from the French mills, it is again introduced into 
this country. 

The inconvenience attending this mode, consists in the 
necessity of placing the belts at different levels when the 
millstones are placed round a vertical driving-shaft, and in 
the difficulty of^ disengaging them when so placed, so as to 
set any one pair of stones at rest while the others work ; 
and when a line or two lines of millstones are driven from a 
horizontal shaft the belts are twisted in passing to the 
vertical spindles, whence there arises a number of practical 
difficulties — in keeping the belt in its proper place when at 
work and when at rest, and also in keeping it at a proper 
tension, so that the strain upon the belt and spindle may be 
equal, sufficient, and not in excess. The advantages are 
supposed to consist in the saving of a pair of bevelled wheels 
to each pair of stones ; but as there are three pullevs and a 
belt substituted for them, the economy is rather doubtful. 
There must be one broad pulley on the horizontal shaft, 
and two on the spindle, the one fast and the other loose, or 
vice vend, besides the requisite apparatus for giving the 
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belt its proper tension, and means to prevent the neck of 
the spindle from being drawn to one side by the pull of the 
belt* 

Fig. 46. 
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In preparing linseed for the crushing action of the " edge- 
stones/' as used in oil-mills, it is found necessary to bruise 
the seed between two rollers, like those of a malt-mill, 
otherwise this edge-stone would be much longer in doing its 
office, and most of the seed would escape without being 
crushed at all. Acting on these observations, the IVench 
miUers have. lately adopted rollers to bruise their wheat 
before it is delivered to the millstones. The bruised com 
is much more readily converted into meal than when 
delivered whole into the millstones, and it is said that by 
using these rollers both time and money are saved. Since 
the Exhibition these rollers have found their way into some 
of the EngHsh mills ; but as yet the precise results have not 
been ascertained. In some of these machines there are two 
pairs of rollers, one above the other ; the upper pair bruise 
the larger grains of com, and the lower pair take those 
which pass through the wider space above : the reason for 
this exactness is, that the wheat may only be bruised, but 
not broken in pieces, so that the skin or bran may separate 
easily from the flour when under the millstones. 

On leaving the millstones the meal comes down mixed 
with the skin of the wheat, some in flakes as bran, and some 
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Induced to smaller particles. It was often made into bread 
in this state, as wheaten meal ; or it was thought sufficient 
to pass it through a sieve and take out the coarse bran, and 
when fine flour was wanted it was sifted a second time 
through a hair sieve, or •* bolted*^ through a bag of cloth, 
'woven for the purpose, placed upon a long reel, and turned 
arnpidly round m the bolting or bunting hutch. 

The sifting was frequently a domestic operation, per- 
formed bj the owner of the meal who had his com ground 
Bt the mill, and paid " a multure or toll" in money or in 
kind ; the miller who ground for hire being prohibited by 
Act of Parliament from buying com to grind for sale. 

Subsequently woven wire was used instead of hair-clothy 
and the use of a brush to clear the meshes of the fine sieve, 
eoon introduced the dresstn^'-miU^ the invention of which 
was easy, as the holtma-mill was already in use. 

The reel being fittea with brushes revolved at a high speed 
in a cylindrical frame or open-work case of wood, 6 or 
7 feet long, and 18 or 20 inches diameter, lined with 
wire-cloth, and placed on an inclined position, the finest 
wire at the upper end, the size of the wir6 and meshes 
increasing towards the lower end, where the bran was 
delivered. The cylinder was either stationary except when 
turned round in its bearings by hand, or it had (as an im- 
provement) a slow rotary motion, to bring all parts of the 
circumference to the top in succession, to keep the wires 
clear. The motion of the brushes could be reversed, so that 
by revolving in oppolite directions they might wear equally 
on both sides, and the bristles be prevented from taking a 
permanent set in one direction; adjusting screws were 
inserted in the body or axis of the reel to give them the 
prooer pressure against the wires, or to advance the brushes 
as they wore down. The meal was taken into the head of 
the cylinder by a " shoe" or spout of wood covered with 
leather, which was shaken by cams on the spindle, and the 
enclosed cylinder rested over a series of hoppers to receive 
the flour of each degree of fineness, as it was driven through 
the wire-work by the rapidly revolving brushes, generally 
eight in number. Their speed has been increased since the 
author first examined these machines, from 820 revolutions 
per minute to 450; some run 500, and even more, the 
velocibr having of late been much augmented, and the fine- 
ness of the wire-cloth also. The wire-work at the upper end 

of the cylinder being now generally No. 54, that is to 
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saj, 54 wires in a lineal inch, or 54 x 54, say' 2,916 
meshes in a square inch, woven with wire of 34 gauge ; 
some machines have wire-cloth as fine as JSo* 84, woven 
with wire of 38 gauge, or 84 wires in the inch, making 
7,056 meshes in a square inch ; and the Lincoln millers have 
used wire doth so fine as No. 92. As the wire occupies two- 
fifths of the space, the aperture of the mesh is very 
minute, and tae flour dressed through it exceedingly 
fine, but wire cloth so fine as this is not often used. The wire- 
work becomes coarser towards the lower end of the cylinder 
where the bran passes off. 

The partitions dividing the hoppers were made moveable 
on hinges at the bottom, so that their mouths might be 
widened or contracted in proportion to each other, and more 
or less fine flour be taken out of the meal, or thrown into 
the next quality as the customer might desire. 

The dressin&:-mill had now reached its climax, so far as 
principle is concerned, although many improvements in 
detail afterwards took place ; as, for instance, the substitu- 
tion of iron for wood, in the case or frame of the cylinder, 
and the size and inclination of the cylinder itself, which has 
been increased from 20^ to 45°, as the speed has been 
increased, so as to dress the flour more quickly ; for the 
sooner this operation can be completely performed .the 
better is the flour. The application of external brushes 
has been introduced to prevent the wires from clogging, and 
it is found to act beneficially. Attempts have been made 
(some of them with satisfactory rdfcults) to place the 
dressing-mill quite perpendicular ; but the flour falls to the 
bottom as soon as the centrifugal force ceases, unless pre- 
vented by means of shelves or partitions, while the inclined 
cylinder better admits of the convenient arrangement of 
hoppers for varying the quality or fineness of the flour, sq 
that there does not appear to be much advantage gained by 
carrying the cylinder's inclination beyond 45°. 

Of late, however, the bolting-mill is again coming into 
favour. Many improvements have been made in the manu- 
facture of bolting-cloths, which are now woven without a 
seam, and the IVench millers having substituted silk for 
woollen fabrics to dress their flour, the English millers have 
also adopted them in many instances. 

It was not one of the least benefits conferred on this 
country by the Great Exhibition, that it settled the question 
with respect to the manufacture of foreign flour. Many 
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persons thought that the French millers could make flour 
Letter and cheaper than ourselves, and the large import of fine 
flour &om France had given weight to this opinion : but the 
<X)mparison of machinery and means of manufacture exhi- 
bited in the French and Belgian divisions proved that on the 
inrhole the English miller had no cause for apprehension, 
although there were many things he might learn with 
advantege from his neighbours. Time has shown that the 
export of fine flour from France was chieflv owing to 
political causes affecting the commerce of the country, 
which for a period caused the demand for it there to De 
much lessened, and the price to be so much reduced as to 
pay for its transport and sale in London, during the un- 
settled state of Paris. 

The com delivered to the mill by the English fifmners is 
generallv well cleaned ; but since the importation of foreign 
corn in large quantities, which in some instances has lain in 
heaps on the ground without covering from the weather 
until it could be shipped, it has become requisite in exteur 
sive mills, which manufacture flour from all kinds of com 
that may be brought to them, to provide machinery for 
separating light or damaged grain from the somxd wheat, 
and also to free it from sand and stones. 

For this purpose, corn-screens and cleansers of various 
plans, made of wire or perforated metal, aided by a fim<* 
blast, have been the means employed. The system of 
washing the com to free it from impurities and afterwards 
drying on a kiln, " la voie humiddy^ of the French, is not 
much practised here ; the millers finding the opposite plan« 
or dry system, " la voie %i6he^^ more convenient. 

Suppose a vertical cylinder or drum, revolving 280 to 350 
times in a minute, covered externally with sheet-iron, pierced 
with an infinite number of small holes, so that the asperities 
of their edges project outwards, and placed inside of another 
cylinder, uned internally with penbrated sheet-iron, the 
snarp e<]^es of the holes projecting inwards with an ftrmnUr 
space be^een them just sumcient to admit a grain of wheat, 
care bein^ taken that it does not *' pearl " or skin the com. 
Let the mtemal drum be about 5 or 6 ft. high, and its 
diameter about 20 inches. On the top of the drum let 
there be a fan, with four blades or wings, revolving very 
rapidlv, and suppose the com to be carried up by the 
Jacob 8 ladder ana dropped into this fan, it is obvious that 
all Ught com, dust, straw, chafl", and such like things, will 
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be driven off by the wind of tbe fan, and that all heavy 
bodies, as stones, nails, sticks, and the like, will be driven 
off by c^itrifugal force, and may be caught in an enlarged 
part of the case properly designed to receive them ; but 
such particles of earth and grains of bad wheat which are of 
the same size and weight of good com fall down with it into 
the space between the two cylinders, and pass in a spiral 
direction from top to bottom. In passing downwards, they 
receive a severe rasping from the two plates of iron, whicn, 
like nutmeg graters, break the skin of the damaged com, 
and crack the little peUets of earthy matter or sand, in 
their descent, and also cleanse the com of sprouts, beards, 
and other protuberant excrescences. At the bottom is an- 
other fan, which separates the dust, smut, and other light 
matters rubbed off the grain, which being caught and re- 
tained, the com passes into a slightly inclined cylinder or 
cribbling machine, about 20 inches in diameter and 12 or 
13 feet long, covered with smooth plates fuU of small holes, 
and by it all things smaller than a grain of wheat, but of the 
same specific gravity, which the two fans had failed to 
separate, are taken out of the com, — ^larger things of equal 
weight having been grated down by the drum, and heavier 
things driven off by the fans. 

When there is plenty of good water and plenty of room, 
the humid mode of treatment has its advocates, and they 
have many good reasons to advance. The author well re- 
members, many years ago, visiting the mills of Mr. Pilling, 
at Mirfield, near Bradford, Yorkshire, who very successfully 
treated his com in this way. His mode of drying it was 
peculiar. Suppose a building three stories high; and on 
the ground-floor a stove or cockle, such as is used to dry 
yam, consisting of an iron chamber or oven, with a fire- 
grate in the bottom of it, enclosed in another iron case, 
leaving a space of 15 or 18 inches between the two on every ' 
side, so that fresh air could pass through and be heated : by 
the side of this cockle was placed a powerful fan-blast to 
drive the air through this space, which being heated as it 
passed, went up through the floor above, and filled a low 
room or chamber, made air-tight or nearly so : this room 
was only about five feet high between the floors. The first 
floor was laid with Yorkshire pavers on cast-iron joists, and 
the second floor was laid with perforated kiln plates pierced 
with an immense number of small holes cast in them. This 
.was a lofty room with a cowl, like a malt-house, and upon 
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tliis floor waB spread the wheat to be dried, through which 
the hot air, urged by the action of the fan, found its way. 

This arrangement was not only found to be very useful 
in drying com after it had been washed, but it was also 
very beneficial in drying com that had been exposed to wet 
on the field, and prevented it from spoiling, as well as in 
giving the requisite degree of dryness which mUlers prefer. 
The extreme hardness and diyness of much of the Italian 
-wheat, and the produce of some parts of the south of France, 
render the corn, unless it be moistened to make it " grind 
kindly," apt to splinter and break, like ground rice, rather 
than to flag out into meal, when the flour and bran readily 
separate. 

The com being treated in the dry or the humid way, if it 
require either, or if it be clean JSnglish wheat carefully 
dressed and winnowed by the farmer, it is brought to the 
proper shoots to be delivered into the millstones and ground, 
by means of the endless screw and the Jacob's ladder, or in 
mills of less size and pretension it is shot from the sack by 
the miller as he wants it. 

When the wheat arrives at the mill, in the barge or the 
farmer's waggon, it is hoisted up by the sack-tackle — a very 
simple but ingenious machine, which ought to be much 
more generally used in all places where merchandise is to 
be lifted and loaded or warehoused. 

Let us return to the mill driven by spur-gear, with a 
vertical shaft in the centre, extending from the bottom of 
the mill to the top. On the upper end of the vertical shaft 
is fixed a horizontal wheel, bevelled on the face and clad 
with wood fitted into it endways and turned smooth : against 
this works another wheel made in the same way (without 
teeth in either of them), but the grain of the wood being 
at right angles with the faces of the wheels ; the two, when 
brought in close contact by means of a compound lever, bite 
together with sufficient adhesion to hoist a sack of wheat or 
flour. This contact is produced bv the miller pulling a cord 
attached to the lever, and the wheels are brought forcibly 
together; the upright shaft always revolving while the 
mm is going, but the other wheel, which carries a roller 
and a chain, revolves only when the cord is pulled and 
while the two wheels are kept in contact. 

The miller makes a noose with the ring at the end of the 
chain, tackles the sack, and pulls the cord ; the wheels are 
brought into contact, and the sack ascends^ openiug the 
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trap-doors in eacli succeeding floor, which again close as it 

E asses through them, until the sack attains the required 
eight, when he ceases to pull the cord, and lands it. In 
like manner, when he wants to lower a sack of flour into a 
barge or waggon, he tackles it with the noose, and lifbs it 
by pulling the cord, then shoves it oS, and preventing 
acceleration by an occasional and dexterous pull of the cord, 
he drops it into the hands of the bargeman or waggoner, 
who guides its fall into the proper place. 

Such is a brief outline of the mechanism of a corn-mill, 
whether driven by water or by steam ; the windmill is faat 
disappearing from the rural landscape, and the author 
regrets the annihilation of one in which, when a boy, he 
spont many a pleasant hour; but surrounding buildings 
took the wind out of its sails, " and its destiny was accom- 
plished." 

Let it not be supposed by the readers of the present day 
that the author wntes of times long past : he writes of his 
own time. "When George the Third was King," every 
Parliament was occupied in framing regulations respecting 
flour and bread, and most men of middle age remember 
when everything relating to flour and bread came under the 
cognisance of the magistrates, who flxed the price of the 
quartern loaf and the size of the penny loaf. 

By the 36 Geo. 3, cap. 85 (1796), " Every miller shall 
keep balances and weights according to the standard of 
the Exchequer, and in de£ia.ult shall forfeit tweniy shillings. 
Millers are to deliver the whole produce of com when ground 
if required, allowing for waste on grinding and dressing, 
and for toU when taken ; and if such com shall weigh less 
than the full weight, such miller shall, for every bushel of 
com deficient in weight forfeit a shilling and treble the 
value of such deficiency. When toll is taken, it shall be 
deducted before the com is put into the miU, and no miller 
shall demand com for toll imder penalty of five pounds, ex- 
cept when persons shall not have money to pay for grinding. 
Every miller shall put up in his mill a table of the amount 
of such toll or multure, or forfeit twenty shillings for each 
offence, but this shall not extend to mills called * Soke mills,' 
or to such ancient mills as are established by custom and 
the law of the land, which mills shall continue to take toll 
as they have been accustomed to do." 

The inhabitants of two of the largest manufacturing 
towns in England are still compelled to have their corn 
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ground at the " Soke mills," and to eat no other bread. 
Xeeds and Wakefield have risQn rapidly in population and 
"Wealth, but when they were small communities, they peti- 
tioned their lords to build them miUs, and in retiy*n bound 
themselves and their successors for ever to grind their corn 
there — an obligation which, in these days of free trade, they 
i^ould gladly cancel if they could. There are other places 
in the same condition, but they are content to give " the 
lords' miU " the preference to which it is by law entitled, 
so long as the lord of the manor will grind at market-price, 
without resisting his lordship " upon principle." Yet it ia 
not to be supposed that such privileges, or even the toll 
taken by the miUer, passed unquestioned or unresisted, for 
the 41 G^o. 3, c. 24, enacts that the damages occasioned by 
demolishing a mill by persons riotously assembled may be 
recovered in the manner prescribed by statute, respecting the 
demolishing of churches and other buildings; while the 
43 Geo. 3, c. 58 (1802-3), enacts that any person who shall 
maliciously set fire to any mill in the possession of any 
other person or of any body corporate, shall be guilty of 
felony, and suffer death without benefit of clergy. 

Mr. James Watt, at a late period of his life, thus writes : 
" The mention of the Albion mills induces me to say' a few 
words respectiag an establishment so unjustly calumniated 
in its day, and the premature destruction of which, by fire, 
in 1791, was not improbably imputed to design. So £ar 
from being, as misrepresented, a monopoly injurious to 
the public, it was the means of considerably reducing the 
price of flour, while it continued at work. 

" It consisted of two engines, each of fifty horses' power, 
and twenty pairs of millstones, of which twelve or more 
pairs, with the requisite machinery for dressing the flour 
and for other purposes, were generally kept at work, 

" In place of wooden wheels, always subject to frequent 
derangement, wheels of cast iron with the teeth truly 
formed and finished, and properly proportioned to the work, 
were here employed ; and other machinery, which used to 
be made of wood, was made of cast-iron of an improved 
form ; and I beHeve the work executed here may be said to 
form the commencement of that system of millwork which 
has proved so useful to the country. 

" In the construction of that mill-work and machinery, 
Boulton and Watt derived most valuable aasistance from 
that able mechanician and engineer, Mr. John Bennie, then 
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just entering into business, who assisted in planning them, 
and under whose direction they were executed. 

« The engines and miU-work were contained in a com- 
modious and elegant building, designed and executed under 
the direction of the late Mr. Samuel Wyatt, architect." 

Such was the fate of the first great steam-mill erected in 
London little more than sixty years ago, in which the talents 
of Watt and Eennie were combined. The year 1S52 has 
witnessed the completion of an undertaking — " The City 
Plour MiUs," — ^which may be termed a flour manufactory 
rather than a mill, built near BlackMars Bridge, and within 
sight of the spot where the " Albion Mills " were erected — 
an enterprise which, if successful, as it promises to be, will 
effect great changes in this branch of industry. 

The present cotton mills ia Manchester are scarcely more 
unlike the old system of hand-spuming, than is this building 
as compared with the picturesque water-mills we were 
accustomed to ^ee ia our young days. It has two engines 
working together on one shaft; they are large "steam- 
packet '* engines, each of 125 horses power, or, together, 
250. There wiU be 60 pairs of millstones, all of them 
4 feet in diameter, and making about 128 revolutions per 
minute ; the upper millstones have hollow backs, and a blast 
is sent into them; thence it passes through the eye and 
.through holes in the top stone; the air quickens the 
grinding, and makes the stones work cool. The millstones 
are placed iu two rows, one against each side wall, on one 
floor. The flour is received in covered metal troughs, in 
which endless screws work the meal along into boxes, to be 
carried away by the Jacob's ladders or elevators. 

The dressing-machines are hexagonal, and are covered 
with silk ; they are 3 ft. 4 in. in diameter across the angles, 
and 34 ft. long, and have a sHght inclination, about 20 inches 
in their whole length, and are driven at about 28 or 80 
revolutions in a miaute. The shafts of these machines are 
hollow, and have a^so holes through them ; but the lower 
half of the shaft is closed ; a blast is driven into the upper 
end of the hollow shaft, and blows through the holes into 
the inside of the dressing-mill, for about half its length, and 
through the silk, so that it cools the flour, cleans the silk, 
and quickens the action of dressing. 

There are some wire machines for brushing the bran, but 
all the flour is dressed through silk, the chief object being . 
to make fine flour. There are, besides coru-cleansers, also 
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with a blast, somewhat like those already described, anid 
sack-tacklea, worked by belts, many of which are double- 
acting, at every point where they can be made uaeful, so 
that manual labour may be economised at every stage of 
the work by the intervention of mechanic^ power. 

All the millstones and most of the machines are driven by 
belts, which lessen the noise considerably, and much in- 
genuity is displayed in their application to prevent lateral 
stress on the necks of the mill spindles and to obviate the 
other objections to belts before mentioned : the spindles are 
long, and have no foot-bridges, each beii^ stepped on a 



a The waste lur truak carrjing up the dust or sUve. 

i The maal apout. 

e Collar or ring of leather to confine the air brought in by s flexible 



hollow pillar, containing a regulatmg screw, and the upper 
stones are hung, like a mariner's compass, on gymbal rmgs, 
and carefully balanced: so that altogether it may he said 
this is a _flour /acton/ rather than a com-miU j and in order 
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that nothing maj be wasted, exhausting-fans are applied to 
the millstone cases, producing a slight draft of air sufficient 
to coUect and deposit in a proper chamber, the dust, or 
^gtive,^' as millers call it; but not strong enough to carry 
up the meaL This also keeps the null cleaner, and the 
s^ye, which is finer than fiour, can be made useful. The 
author is much indebted to Messrs. Swayne & BoylLL, who 
have designed and erected the machinery of this mill, for 
their reacGness in affording him informauon and access at 
aU times to this magnificent establishment. 

Mr. Bovill proposes to apply blowing and exhausting fans 
to ordinary millstones abeady in use, without making holes 
through them, by sending the current of air through the 
millstone eye to be discharged at the circumference, and to 
collect the dust or ** stive " from the millstone cases by the 
exhausting-fan, and prevent its &png about the mill, 
carrying it up through an air-trunk, and discharging it 
into a chamber of lattice-work Hned with bunting or some 
similar thin woollen cloth, permitting the air to escape, but 
retainiug the dust. The annexed woodcut shows the pro- 
posed arrangements. (See ^g. 47.) 



CHAPTEE XIII. 



THE CONICAL MILLS. 

Or the conical corn-mills exhibited in the Crystal Palace, 
there were two which more particularly claimed attention. 
One of these was a cone, or rather a conoid of stone of 
peculiar form, base upwards, which fitted, or nearly so, into 
a block of stone hoUowed out to receive it, and in which it 
revolved, Uke the ancient " quern,^* or like the old null found 
at Pompeii reversed ; for in that antique mill, the cone or 
conoid stood fixed upon its base and the stone casin? 
revolved, but in this modem adaptation, the case is fixed 
and the conoid turns. 

The form given to this millstone was also recommended 
by the exhibitor as applicable to the pivots or steps of 
upright shafts, screw propellers, turbiues, and other mecha- 
msm where the revolving surface must resist vertical weight 
or end thrust. 
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The mventor proposed to exhaust the air from below the 
miUetones \>j means of a ventilator or fan, and thus to draw 
down a current between the atones to keep them cooL 
There was much ingenuity displayed iu various contrivances 
about this mill and its adjunctB; the trouble and incon- 



Hode or iDlkuis Uie o 



venience occasioned by the cutting and heating of steps and 
pivots subject to end pressure, even in an ordinary lathe, 
are well known, and should the mill itself not prove so 
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successful in prkctice for grinding com as the inventor 
expects, it may answer well in grinding painters' colours ; 
the form of step he recommends may in many cases be useful 
to lessen the finction of machinery. Mr. C. Schiele of Oldham, 
near Miinchester, is the proprietor of this mill, and the coire 
he has adopted is one discovered by Huygens, in his inves- 
tigation of the cycloid. It is one of those singular and 
beautiful curves called " tractories," and in this case it is 
produced by drawing the centre point of a radius bar along 
a straight fine, which is the axis of the curve. The radius 
bar carries a pen, the nib of which is in the line of the 
radius. At the commencement of the cifirve, the radius is 
at right angles with the axis, but the radius bar, turning freely 
upon the centre point, as it is drawn along the straight line 
or axis, the angle it makes with this line varies continually, 
becoming more and more acute like the tangent of a catenary 
or a parabola. Dr. Peacock has shown that the mechanical 
tractory of a straight line, upon a perfectly smooth plane, is 
an inverted semi-cycloid ; but, in this case, the retardation 
produced by the pen and paper causes the curve to be 
mfinite, and from its peculiar properties it has been termed 
** the equitangential tractory." (See fig. 48.) 

The conoid is formed by this curve revolving on its axis. 

The other conical flour-mill, which deservedly attracted 
much notice in the Exhibition, was ,the invention of 
Mr. "W. Westrup, a practical London miller. It differed 
entirely from any other flour-mill hitherto used, and the 
author availed himself of all the opportunities the display in 
the Crystal Palace permitted to examiae its mechanism and 
arrangements; he nas since seen it at work, and also in 
pieces, the proprietors liberally affording every facility for 
the inspection of all the parts in detail. Each miU, so to 
speak, nas two pairs of millstones combined, working 
together, the one pair placed above the other, so that the 
upper pair commences the grinding process, and the lower 
pair completing it ; there is a space between the two pairs of 
millstones about 27 or 30 inches in height, and the greater 
portion of this height or space is used as a vertical dressing- 
mill, the spindle which drives the stones being fitted with 
brushes, V and the space inclosed with a cylindrical screen of 
fine wire-cloth mounted on a frame in the usual way. The 
upper millstQues are fixed, and the lower stones revolve, 
and both the upper and lower stones are placed upon one 
spindle. The upper stones are each made in two parts, or 
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semicircles bolted together,, for convenience of fixing and 

displacing when needful, and they are capable of adjustment 

by means of fixed wedges or inclined planes, on which they 

rest, so that by the action of a screw and wheel a partial 

horizontal turn or twist of either of the upper stones, causes 

it to slide up or down on these bent wedges or inclined 

planes which are placed round the circumference of the 

stone. It is thus raised or lowered, and the grinding space 

adjusted with great facility. The lower millstones, which 

revolve, are convex, and the upper stones concave and 

annular ; for the stones being of smaU. diameter the eye of 

the stone is large in proportion. The diameter is about 

2 feet 6 inches, and the grinding surface on each side of this 

ring of stone 8 or 9 inches broad ; the rise or bevel of the 

cone in that width is about 4 inches. The stones being 

small, necessarily revolve rapidly, say about 250 revolutions 

per minute, and the spindle being hoUow from the top, a 

pipe is fitted into it by a swivel-joint, and a blast of air 

driven by a fan is carried down the spindle, which is closed 

at the lower end, and distributed through holes in the 

running stones into the grinding space, so that the meal is 

immediately blown out, and the grinding surfaces kept clear. 

The finest flour is brushed through the wire-work of the 

vertical cylinder, and received in a casing of wood. The 

larger particles and portions of the corn imperfectly ground, 

pass into the lower pair of stones, and are reduced into 

meal ready for dressing in the ordinary way. 

As by this arrangement of parts the corn cannot be 
delivered into the centre of the upper millstones, a hopper 
or chamber is placed on one side, with a sliding tube or feed- 
pipe in the top of it, and an upright spindle carrying a dish, 
which revolving quickly, evenly distributes the com. This 
description will probably enable the reader to understand 
the annexed engraving, which is copied from a section 
obtained from the inventor. (See fig. 49.) 

The manner in which this mill does its work is very 
satis&ctory. The com is so short a time in passing through 
it, that the bran is delivered in large flakes, many of them 
nearly the entire skin of the wheat, and the grinding being so 
quickly done the meal comes away comparatively cold. The 
fine flour driven through the intermediate dressing-case is 
the heart or kernel of the wheat, and is suited for pastry or 
confectionary. 
There is a vertical dressing-mill separate from the mill- 
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Hefirences to Mr. Westrup's Conical Mill. (See WoodctU.) 

A, Feeding-pipe to supply com to the millstones. 

B, Apparatus to regulate the supply. 
o. Regulating lever to adjust the same. 

D, Chamber over the eye of the millstone to receive the wheat 

from the regulator. 
s. Top stone in the upper pair of millstones which in this mill is 

stationary. 

F, Nether stone of the upper pair which in this mill revolves. 

G, Top stone (stationary) of the lower pair. 
H, Nether stone (runner) of the lower pair. 

I, Hollow spindle on which the runners or revolving millstones 

are hung. 
K, Bevelled wheels and driving-shaft. 
L, Iron framework sustaining the whole machine. 
M, Upright wire cylinder acting as a partial dressing machine. 
N, Revolving brushes acting against the wire. 
M, o. Wooden case enclosing millstones and wire cylinder, to the 

bottom of which the spout for the meal is fixed. 
F, Pipe to convey cold air to the faces of the millstones by means 

of the hollow spindle. 
Q, Regulator for adjusting the upper pair of millstones. 
R, Regulator for adjusting the lower pair. 

stones, in wHch the flour is finished for the market, and 
there has been much ingenuity exercised in contrivances to 
obviate the inconveniences incident in general to the per- 
pendicular cylinder. The axis carries a series of shelves or 
tables, which in succession receive the meal and scatter it by 
their centrifugal action ; but it is questionable whether any 
real advantages are obtained by carrying the inclination of 
the dressing-miU beyond the angle of 45 degrees, for at 
that angle, with a high speed for the brushes, the meal must 
describe a spiral track of several revolutions in traversing 
tiie length of the cylinder, and the adaptation of hoppers, 
with moveable partitions before described, is of great 
practical convenience. 

The inventor of this conical mill has induced several 
gentlemen to join him in order to carry out his plans to a 
greater extent than he could hope to do individually, and to 
form themselves into a joint-stock company. They entertain, 
in many respects, similar ideas on the manufacture of flour 
with the proprietors of the large steam-mills already noticed, 
namely, that flour, like cloth, is a manufactured article of 
general consumption^ and that by manufacturing on the 
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large scale, with machinery to do the work, and men to 
direct its operations, rather than to labour in the mill, they 
shall be able to supply the flour to the consumer at a lower 
price with a fair profit for themselves ; they also think thai; 
the inventions of Mr. Westrup will better enable them to 
realise their views, and it is but right to say, that several 
persons have embarked in this undertaking — " The Gomcal 
ilour-mill Company *' — who are known as men of experience 
and skill in this branch of industry. 

These gentlemen say — " It is scarcely necessary to observe 
that the vast resources of England during the last fifty years 
have depended on her improved machinery. It has indeed 
been said with equal truth, that her independence as a 
nation rests upon her being twenty years in advance of her 
neighbours. And never was it more necessary to maintaia 
such pre-eminence than at this time of great struggle, 
when the importation of wheat and flour has been made free 
to all nations, before the agricultural and milling interests, 
and the large capital invested in them, have been prepared 
to meet the competition of the world. Thus it is that 
improvements in these important departments of British 
industry are now more especially occupying the serious 
attention of some of the first minds in the kingdom — ^from 
the prince to the peasant — as a necessary requirement for 
their profitable continuance.'* 

The author hopes that the circulation of this little volume 
may stimulate inquiry and research among the practical and 
operative men into whose hands it may fall ; and that the 
facts and circumstances which have rather been indicated 
than described, may form as it were the text, which in more 
able and experienced hands may be amplified and illustrated. 
The work has been hastily written at intervals, when the 
author could spare a short time to add a few pages or to 
note down a few observations as they might occur, without 
much opportunity of arranging them afterwards. 

This will be apparent to all who may read this book, 
and it will also be noticed, that the words of the authors 
quoted throughout the volume, are generally given as 
they were found, in the phrase of their own style and 
time, so that the lesson may be learned as they taught 
it. It has been exceedingly gratifying to the author, 
and he has much pleasure in acknowledging it, that 
whenever he has had occasion to verify a fact, to correct 
a statement, or to ask information, he has, in every 
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instance, been met with the greatest frankness and candour, 
and every question asked has been fairly answered — some 
by letter, and some personally. It is difficult to mention 
names when so many persons have been referred to and 
all have acted alike, yet he feels he should be ungrateful 
to the following gentlemen did he not acknowledge the 
obligations he is under. He has especially to thank Messrs. 
Itansome & May, of Ipswich, well khown as manufacturers 
of agricultural implements, and of machines for cleansing 
and dressing wheat ; Messrs. Bryan Corcoran, and Co., of 
Mark-lane, importers and makers of millstones and grinding 
machinery ; Messrs. W. Mountain & Sons, of Newcastle- 
^n-Tyne, celebrated for their wire- work and dressing-inills ; 
Messrs. Swayne & Bovill, the millwrights of the Ci^ Flour 
Mills ; Mr. Westrup, the inventor, and Mr. Middleton, the 
manufacturer of the conical com-miU; Mr. Armstrong, 
the inventor of the hydraulic crane, and maker of the 
water-pressure en^e ; Messrs. Easton & Amos, manu- 
facturers of the improved water-rams: and many other 
gentlemen. ^ 

In writing this treatise, the works of Smeaton, Hutton, 
Sir Bobert Kane, and Mr. Beardmore, and the papers of 
Mr. Blackwell, Mr. Eennie, MM, Morin, Poncelet, Piobert, 
Coladon, and other foreign engineers, have been quoted, and 
the Transactions of the Eoyal Society, the Institution of 
Civil Engineers, the Society of Arts, the British Associa- 
tion, the Professional Papers of the Eoyal Engineers, and 
other records consulted. In all of those above-named the 
reader will find much information and many valuable expe- 
riments in detail ; but to do justice to the subject which 
forms the concluding part of this little book, The Frogress 
of Corn-mills, and the Development of their Machtneri/, 
would recjuire a large and amply illustrated volume, rather 
than a simple rudimentary treatise on the means of 
preparing the staff of life for the support of man. 
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CENTRIFUGAL AND ROTARY PUMPS, 

Iirthe preceding pages the reader will have observed that several 
machines derive their power from the reaction of water-pressure : 
such as Dr. Barker's mill, Whitelaw's mill, the^ Vortex-wheel, 
and others. If these machines be impelled by some other power, 
and caused to revolve by an equal external force, say that of a 
steam-engine, they may be made to act as pumps ; and as they 
had before been put in motion by the pressure of a colonm of 
water descending and passing through them, they would, by 
inverse action, raise a corresponding column of water to the like 
height. 

Let the most simple of these machines, Dr. Barker*s mill (fi^. 
16), be turned upside-down, — let the funnel mouth at the top, 
there shown as I'eceiving the water, be immersed in a well, and 
the machine caused to revolve rapidly on its axis ; the swift- 
rotary motion will cause a partial vacuum in the arms, and the 
water will rise in the central pipe and fill them until it is thrown 
out at the holes near the ends, where the centrifugal force will 
cause continuous streams to be discharged so long as the requisite 
velocity is maintained. 

The straight form of the arms, however, causes a considerable 
loss of effect : the course the water should take is that of the 
curve compounded of its radial direction, and of the rotary 
motion of the machine, for any radial velocity in the water, at 
the point of discharge, is power uselessly expended. Another 
centrifugal machine, having the same diameter, section, and 
apertures, but having the arms bent to the proper curvature, 
will discharge more than double the quantity of water m the 
same time with the same power — (see figs. 18 and 20). This was 
proved by direct experiments made by Mr. Hensman, at the 
request of the jury, during the Great Exhibition. 

Thus Mr. Whitelaw's mul will be found to make a very effective 
machine for raising water, by reversing its action ; and hence it 
was that the jury found Mr. Appold's wheel, formed with vanes 
similarly cui'ved, produced so much greater results than "Wheels of 
the same dimensions with straight vanes. Mr. Appold's wheel 
was only 12 inches in diameter ; it received the water on each 
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side, throngli apertures of 6 incites diameter, and had a central 
disc or diaphragm perpendicular to the axis^ intersecting the 
vanes, forming, as it were, a double wheel revolving between two 
cheeks that projected from opposite sides of the reservoir. 

The vortex-wheel (fig. 25), perhaps, may serve to explain the 
form and operation of Mr. Appold's pump, by supposing the axis 
V to be horizontal, and the water to enter at the sides and be dis- 
charged through th§ large round pipe. When this wheel was 
* tried against two others of the same size, the one with straight 
arms or vanes, inclined at an angle of 45 degrees, and the oi£er 
^ with radial arms, the following results were obtained : — 





Rerolntions 


Oallons raised 




Useftil 




per minute. 


per minute. 


Height raised. 


elfect. 


Mr. Appold's wheel . 


792 


. 1164 


18 ft. 8 in. 


-649 


tf ft • 


788 


1236 


19 „ 4 


•680 


Inclined yanes • • 


694 


560 


18 „ 


•394 


» » • • 


690 


736 


18 „ 


•434 


Radial vanes . • . 


624 


369 


18 „ 


•232 


9> >» . • • • 


720 


474 


18 „ 


•243 



The experiments were made under the direction of Colonel 
Morin, and the amount of motive power employed was as- 
certained by the dynamometer, constructed by M. Morin, on a 
principle proposed by General Poncelet. 

The author was present during some of these trials, and was 
gratiiied to witness the care and skill with which they were con- 
ducted. 

By admitting the water at both sides, the atmospheric pressure 
is neutralised and balanced ; this is not the case in Whitelaw's 
arrangement, although a similar method has been used in other 
machines, as in the ** Fan-Blast,'' for blowing furnaces and forges, 
several of which of large size have been constructed by the author, 
and machines, similar to the rotary-fan, have also been applied to 
raise water. 

During a long practice in the drainage of extensive tracts of 
Fen and Marsh lands, by steam-power, where natural drainage 
was impracticable, the author employed Scoap-Wheds to throw 
off the water. These were like the Breast-wheel reversed, and tiie 
reader may imagine their action by referring to fig. 29, and 
supposing the wheel to lift the water, instead of being turned by 
it. Two wheels like this, 28 feet in diameter, driven by steam- 
en^es, were constructed by the author, at the Butterley Iron- 
worki^ some years ago, for the drainage of Deeping Fen, near 
Spalding, containing about 25,000 acres, then often covered with 
water, but now growing com. One of these is foimd sufiicient, 
except in very rainy seasons, to keep the Fen clear of water. It 
is turned by an engine of 80 horse-power, and the floats, or 
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ladU-boards, travel at a mean rate of 6 feet in a s^ond : these 
measure 5i X 5 feet, and deliver a constant stream' of water^ with 
a sectional area of 27^ square feet, which moving at the speed 
abovenamed, discharges 165 cubic feet, equal to more than 4^ 
tons of water in one second; or about 16,200 tons in an 
hour. A more simple or effectual, mode of raising a large 
body of water to a height of ten or twelve feet (from surface 
to surface) cannot well be devised, nor one t^ss liable to derange- 
ment, from ice, weeds, and drift-wood. By this means upwards 
of 125,000 acres of Fen-land in England have been cleared of 
water under the author's direction, besides similar works of 
drainage in Holland, Germany, and in British Guiana, where the 
same machinery also irrigates the land in the dry season. For the 
drainage of small districts, it is probable that rotary or centri- 
fugal pumps may be used with advantage. The number and 
variety of these machines, exhibited at the Crystal Palace, in 
1851, and the elaborate and valuable experiments then made, 
have afforded data for their construction and improvement, which 
will tend to make their application to such purposes more 
general, and prove one of the many benefits resisting from that 
ever-memorable display of industry and ingenuity. 



THE END. 
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